OCCUPATIONAL 


HAZARDS 


INDUSTRIAL SAFETY AND HOUSEKEEPING 


JUNE 1960 


Sf 


- 
a 
-~ 
Qa 
) 
< 
x 
oO 
ee. 
° 


UNIVER SIT 
SiS NORTH Fiasr 
iw ANN A®BOR wicH 


IN THIS ISSUE 


BUYERS’ GUIDE TO 
FIRE PROTECTION 
EQUIPMENT 


See page 73 


Franchise circulation reaches those who need to read 


this magazine —our distilled writing makes reading easy 








EWaa easy-fit bridge 
aN 


PULMOSAN SAFETY GLASSES 


bring fashion to safety...put safety in style! 


LiDe 


| 


( @ Now . . . a new Pulmosan exclusive .. . ‘executive’ styled 

safety spectacles, as flattering and comfortable 

to wear as the smartest dress glasses. New simplified easy-fit 
bridge and nose piece completely eliminate cumbersome 

pads. Just two eye sizes fit all workers. Choice of smoke or 
two-tone color styles; with or without side shields. Solidly 
constructed for dependable eye-protection, new 
Pulmosan. Safety Glasses make it smart to be safe! 





Pulaosan 
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A SINGLE SOURCE for the BEST 
in Industrial Fire Protection 


EXTINGUISHERS and ENGINES 


Dry Chemical 

Extinguishers: 2, 5, 
10, 20, 30 Ib. En- 
gines: 150, 350 Ib. 


Water and 
Anti-Freeze 
Extinguishers: 21/2 
gal. Pump Tanks: 
22, Sgal. Engine: 
40 gol. 


Foam 
Extinguishers: 21/2, 
5 gal. Engine: 40 
gal. 


Carbon Dioxide 
Extinguishers: 21/2, 
5, 10, 15, 20 Ib. 
Engines: 50, 75, 
100 Ib. 


— 


Soda-Acid 
Extinguishers: 21/2 
gal. Engine: 40 gal. 


Vaporizing 
Liquid 
Extinguishers: 1, 
12 qt. 


Respiratory and First Aid Equipment 


AMERICAN |AFRANCE 


Whatever the fire hazards, large or small . . . whatever 
Underwriters’ Classification they fall into American 
LaFrance has precisely the size and type of equipment to pro- 
vide maximum protection with maximum speed and safety in 
operation. 


Shown on this page are just a few of the approved extin- 
guishers and other items of fire protection equipment available 
from American LaFrance. 


For detailed information on industrial fire equipment, send 
for our free CATALOG 571... containing the famous American 
LaFrance Fire Extinguisher Characteristics Chart (now a 
standard reference for the fire protection field). 








Carbon Dioxide 
Engineered to your needs 











FIXED SYSTEMS 





Foamite Airfoam Foamite 


Nozzles, liquid and 10 to 160 gal. capacity 


fixed systems. 











Hydrostatic Test Pumps 





DIVISION OF STERLING PRECISION CORPORATION 





| 


ELMIRA, N.Y., U.S.A. 


In Canada, LaFrance Fire Engine and Foamite, Ltd., Toronto, Ont. 


WORLD’S LARGEST MANU 


FACTURER OF FIRE FIGHTING EQUIPMENT 
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SMALL-AREA BUILDINGS... 





7 WITH A 
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Today, even buildings with but 2,000 to 15,000 sq. ft. of floor 
space can reap the labor-saving, cost-reducing benefits of 
combination-machine-scrabbing. Here's a Combination 
Scrubber-Vac, Finnell’s 418P at left, that’s specially designed 
for such buildings. This electric unit, with its 18-inch brush 
spread, cléans floors in approximately one-third the timé re- 
quired with a conventional 18-inch machine and separate vac. 





The 418P applies the cleanser, scrubs, and picks up (damp- 
dries the floor)<all in one operation! Maintenance men like 
the convenience of working with this single unit...the thor- 
oughness with which it cleans...and the features that make 
the machine simple to operate. It’s self-propelled, and has a 
positive clutch. There are no switches to set for fast or slow — 
slight pressure of the hand on clutch lever adjusts speed to 
desired rate. The powerful vac performs quietly. Compactly 
built, the 418P also serves advantageously in larger buildings 
for the care of floors in narrow aisles and congested areas, and, 
is available on lease or purchase plan. 





Finnell makes Scrubber-Vac Machines for small, vast, and intermediate 
operations, and in battery-, gasoline-, and propane-powered as well as 
electric models. From this complete Hne, you can choose the size and 
model that’s exactly right for your job (no need to over-buy or under- 
buy) . It’s also good to knpw that a Finnell Floor Specialist and Engineer 
is nearby to help train your maintenante opetators in the praper use of 
the machine and to,make periodic check-ups. For demonstration, con; 
far dry work — steot- sultation, or literature, phone or write ovarest Finnell Branch or 
dia’ ot Cetera PonlerOtapemer Finnell System, Inc.,.3506 East Street, Elkhart, Indiana. Branch Offices 
is an accessory) in all principal cities of the Unitéd States and Canada. 


.. Also can be used 


BRANCHES 


FINNELL SYSTEM, INC. at 


, PRINCIPAL 
Originators of Power Serubbing and Polishing WMachines ranais3 
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HAZARDS 


COVER 


Industry, since World W II and especially since the Korean 
“police action,” has become a bigtime user of fire protection 
equipment. Some plants have fleet f full-sized fire trucks; 
others have small in-plant job any factories have hundreds 

extinguishers, thousands of feet of fire hose. Our buyers’ 
guide this month tells you where you can buy all this —and 
much more —equipment. Save it for reference 


FIRE PROTECTION 


For Salvation From Fire 
What automatic alarm and supervisory 


your plant the best protection? 
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Is Your Sprinkler System Ready for Action? 
Automatic sprinklers come in many 
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Have You Considered These Important 
Factors In Fire Fighting Equipment? 


No. 3 in a series of questions and answers 


vital to your plant's fire security. 


Can the Equipment Control All Common 
Types of Industrial Fires ? 


John Bean's true high pressure fog fire 
fighters are performance proven 
against virtually all types of indus- 
trial fires including inflammable 
liquids, tank fires, ventilator stack 
fires, yard type fires, and electrical 
fires. True high pressure fog delivers 
a positive 3-way punch for fire fight- 
ing effectiveness — (1) it cools the fire 
by absorbing heat, (2) it smothers the 
fire by displacing the available 
oxygen with steam, and (3) it isolates 
the fire by separating burning gases 
from the source of fuel. 


Typical stationary industrial high pressure 
fog fire fighter manufactured by John Bean. 
These compact units obtain water and 
power supplies from regular factory 
sources. 


Can the Equipment be 
Operated By One Man? 


John Bean's true high pressure fog 
equipment can be handled easily by 
one man for faster “in action” time. 
When the fog fire gun is removed 
from John Bean's stationary appar- 
atus, the electric motor starts auto- 
matically, driving the high pressure 
pump for instant action when the gun 
is opened. John Bean’s mobile units 
are in action immediately upon arri- 
val at the fire by engaging the pump, 
by opening the discharge valves and 
by triggering the fog gun. 


What Are the Advantages of 
True High Pressure Fog? 


True high pressure fog is not to be con- 
fused with low pressure fog (500 psi 
and lower at the gun) or extremely 
high pressures (1000 psi and above at 
the gun). John Bean’s laboratory and 
proving ground tests prove conclu- 
sively that true high pressure fog’s 
greatest efficiency and fire fighting 
effectiveness is reached at 650-750 
psi at the gun. Thus, John Bean fire 
fighting equipment is the only appa- 
ratus that gives you the fire killing 
action of the original true high pres- 
sure fog. 


A complete John Bean true high pressure 
fog fire fighter apparatus compactly de- 
signed and built with a short turning 
radius to maneuver through factory aisles 
with ease. 


Does the Equipment Fit 
Your Particular Needs? 


John Bean offers a complete line of 
both stationary and mobile industrial 
fire fighters to meet the needs of any 
plant’s requirements. Stationary 
equipment is available with either 
one or two high pressure fog lines. 
High pressure fog is available imme- 
diately at the gun when it is removed 
from its holder. John Bean mobile 
equipment with 200 gal. tanks carries 
enough water to extinguish most fires 
without tank refilling. Trailer and skid- 
mounted models utilize standard plant 
transportation. Self-propelled models 
are designed for maximum mobility 
and manueverability through narrow 
factory aisles. 


This John Bean high pressure fog fire fight- 
er provides in-plant and outside-the-plant 
fire protection. Big 200 gal. tank is ample 
gallonage to extinguish most plant fires 
without refilling. 


WRITE TODAY FOR FREE NEW BOOKLET, 
“CONTROLLING INDUSTRIAL FIRES WITH 
JOHN BEAN TRUE HIGH PRESSURE FOG” 





For more information about mo- 
bile or stationary high pressure 
fog fire fighters, write Industrial 
Sales Dept., John Bean Division, 
Food Machinery & Chemical 
Corp., Lansing 4, Mich. 
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Last year industrial plants suffered more than 300,000 eye injuries. At least 
90% of them could have been prevented by adequate eye protection, according 
to the National Society for the Prevention of Blindness. Each of more than 
15,000 members of it’s famous Wise Owl Club has saved the sight of one eye 
by wearing safety eyewear at the time of an accident. Meanwhile, glasses and 
goggles stay dirty and dangerous unless you make it easy as possible for work- 
men to clean them on the job! No wonder MAGIC serves every major 
industry in America. 


Our MAGIC Silicone-treated tissue deposits a protective film that keeps 
lens crystal-clear. The world’s finest quality, MAGIC Lens Tissue far exceeds 
scientific needs. The sheet is BIG, in fact, EXACTLY AS BIG AS THE 
WHITE AREA AROUND THIS STORY (63%4” X 5”). So you see 
how big it is; 50% larger than usual and has twice the tearing strength. Big 
and strong enough to clean the largest safety goggles. And both sides are 
packed with Silicone’s Sparkle Power. Yet it costs less. It is interfolded — 
serving only one sheet at a time; not bunches. An exclusive feature with 
MAGIC. More safety for 
less money. * 


MAGIC Heavy Duty ’ A 
Stations are for grimy, oily 
areas or where Anti-Fog 
protection is needed. 
MAGIC Cleaning & Anti- 
Fog Fluid COMBINES Tm. REG U.S. PAT. OFF ‘ 


all ingredients. No double ; > 
inventory. And it’s pres- Clea nil ng Stations 
sure-packed. 1,400 applica- 


tions per can. Equals 4 

old-fashioned bottles. No pump. Nothing to refill. No mess. (Or, to use your 
homemade fluid we supply our Adapter ($2.70) with giant 16-o0z. bottle and 
plunger complete.) Indestructible dispenser — with no moving parts — releases 
interfolded sheets 1-by-1, greatly reducing waste. These (not Silicone-treated ) 
are superb, super-strong, wet-strength quality. No scratching on plastic, and 
no lint. Yes, Spend Pennies to Save Dollars. Safety is a dynamic force. Buy 


The Leader. Buy MAGIC. 


F i 
Fd 


This Hazard 
Had a Cause 


MAGIC 
Heavy-Duty 
Cleaning Station 














S Positive Protection Against 


... With the . 
lightest, most compact equipment 


Rockwood PocketAIRE”* Safeguards Maintenance Men, 
Fire Fighters, Emergency Victims 


Sturdy « Simple « Safe 





A Pocketful Of Safety. Rockwood 
PocketAIRE weighs less, has less bulk 
than ordinary breathing equipment. 
In this smallest model two pocket-size 
oxygen cylinders last five minutes 
each — totalling an ample 10 minutes. 
for quick exploring, of fires and de- 
termining their areas. PocketAIRE 
models are also available in larger 
models and for use under a heat- 
resistant hood or suit. All go into 
action within 7 to 10 seconds. Rubber 
masks can be partial, covering nose 
and mouth as shown, or full-face. Both 
types are leak-proof. Re-breather bag 
is long-lasting, acid-proof Neoprene. 
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More Room In The Tight Spots. With PocketAIRE, the lightest, most compact breathing equipment 
available, this plant safety man gets in and out of a small opehing ina tank without hindrance or dis- 


comfort. His two PocketAIRE oxygen cylinders are a 15-minyte working cylinder and a 5-minote “escape” 


cylinder. The use of pure oxygen ond his full-face leak-proof mask are further aids in his complete 


PocketAIRE protection. 


Every year hundreds of casualties are 
due ‘to smoke, fumes, toxig gasés and 
other breathing hazards. The safest, 
most economical way of shielding your 
own fire department from these casual- 
ties is with lightweight, compact, self- 
contained PocketAIRE equipment. 

~ 


This way you eliminate the heavy 
weight and cumbersome bulk that. slow 
down a fire fighter and can even get him 
dangerously caught“in a tight spot. Also, 
by using pure oxygen instead of com- 
pressed air PocketAIRE gupplies the 
most concentrated, most. effective ele- 


ment to safeguard human breathing — 
and PocketAFRE tanks are refillable for 
only pennies . . . anywhere! 


PocketAIRE advantages mean com- 
plete protection aghinst all breathing 
hazards, at lowest cost. They have heen 
proved by plenty of field service with 

a . . * 
mumicipal and industrial firé depart- 
ments, safety crews and emergency 
workers. 


Find qut more about what these bene- 
fits can mean to your own organization. 
Mail the coupon for details. 


ROCKWOOD SPRINKLER COMPANY 


A Division of The Gamewell Company 


Subsidiaw of E. W. Bliss Company 


Distributors in‘ all principal dfties 
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For Saving Life When Seconds Count. 
The PocketAIRE Medicof Unit is designed to go 
into immediate action in emergencies. Equipment 
includes two PocketAIRE oxygen cylinders, vari- 
able flow regulator and disposable masks. It is 
available to hospitals, nursing homes, industrial 
infirmaries, police, ambulance and other services 
concerned with rescue work. 


i 


qa 


Compact, Lightweight, In All Sizes. On all 
PocketAIRE models one 5-minute cylinder is the 
standard “escape” feature. Models 1520, 1510 
and 1500 are shown. Working cylindets are for 


full 25 minutes, full 15 minutes,and full 5 minutes, 
and total weights are 10 Ibs., 8 Ibs., and 6 ibs., 
respectively. It costs only pennies to refill any 


ROCKWOOD SPRINKLER COMPANY 
2026 Harlow Street 
Worcester 5, Mass. 


Please send me information on 
Rockweod PocketAIRE equipment. 


Name. 
Title 
Company 
City 


Zone 





SAFETYMAN’S cat 
events to attend FA 


WALKING is i 
“Olu 45th A al Conference of New 
Scores é Wut England iideabeial ‘Macaet poi 
 ; 


tion. Mt. Washington Hotel, Bret- 
with NORTON P ton Woods, N. H., June 10-12. In- 





formation: Evelyn M. Marquis, RN, 


A B R A & iv E § pate Nashua Corporation, Nashua, N. H. 
IN RESIN 


National Association of Claimants’ 
Compensation Attorneys’ 14th Annual 
Convention. Jack Tar Hotel, Van 
Ness & Geary, San Francisco, July 
22-28. Information: NACCA Home 
Office, 6 Beacon Street, Boston 8, 
Mass. 


13th International Congress on Oc- 
cupational Health. Waldorf - Astoria 
Hotel, New York, N. Y., July 25-29. 
Noted authorities from all over the 
world will discuss industrial medicine 
and occupational health. 2500 dele- 
gates from more than 50 nations are 
expected. Information: Dr. Leo 
Wade, 15 West 5lst Street, New 
York 19, N. Y. 


33rd Annual Maine State Safety 
Conference. Samoset Hotel, Rock- 


ore the score is land, Me., September 15-16. Infor- 


mation: Arthur F. Minchin, secre- 
52-0 at Boston : 


tary, Department of Labor and In- 
Truckmen averaged an acci- ¥. dustry, State House, Augusta, Me. 
dent a week on this steeply 
inclined ramp at a Boston hotel service 
entrance before it was re-surfaced,a year 
ago, with Norton Non-slip Abrasive in 
resin. Since then not a single accident has 
been reported — a 52-week record for 
walking safety that’s hard to beat! will analyze fundamentals of accident 
Dangerous steps, ramps and floor Step 1. Clean surface thoroughly. Resin prevention, safety committees and 
areas of wood, concrete or metal (new — won't bond to poorly prepared surfaces. their effectiveness, and cost of acci- 
or old) can now be made non-slip, easily Step 2. Brush or roll an even coat dents. Information: Harold L. Smith, 
and economically, with Norton Non-slip of one of the new resins.+ Commissioner of Labor, 401 Topeka 
Abrasives in resin. The resulting surface Step 3. Sprinkle on surface a uniform Blvd., Topeka, Kan. 
is highly non-slip, wet or dry, and ex- — ayer of the correct size of Norton 
tremely durable. It is waterproof and Non-slip Abrasive. 


‘ 3 : 5th Annual Sanitation Mainte- 
resistant to acids and alkalies. ; er he 
: nance Show Sheraton-Cadillac Hotel, 


llth Governor’s Industrial Safety 
Conference of Kansas. Kansas State 
University, Manhattan, Kan., Sep- 
tember 27. “Safety in the 60's” is the 
conference theme. Program speakers 


-sli i n ither x ; . © 497 ©, 
gideuamadh sohaeneens aaunae arene or Sn. Detroit, October 25-27. The Institute 
LON® (silicon carbide) grain — depending on i of Sanitation Manage ment conference 
preference and the type of job. _ a runs from October 24-27 in conjunc- 

Write for catalog 1935-O on Norton Non- : tion with this show. Information: 
slip Abrasives and ALUNDUM Aggregate for 


Leonard S. Rogers, manager, Sanita- 
terrazzo and cement floors. 


tion Management Shows, Inc., 19 


W % g bad Si ° - . eae . - , 1 - , 
+ Names and more detailed installation instructions “a ” West 44th Street, New York, N.Y. 
on request. 


Step 4. Remove surplus abrasive and 


apply second, locking coat of resin. 25th Annual Meeting of the Indus- 
—¥ NORTONF trial Hygiene Foundation. Mellon 


Institute, Pittsburgh, October 26-27. 
NON-SLIP FLOORS NORTON COMPANY Information: Dr. H. H. Schrenk, 
WORCESTER 6, MASS. managing director, Industrial Hy- 
ALUNDUM AGGREGATE for Terrazzo and Cement * ALUNDUM STAIR and FLOOR TILE giene Foundation, 4400 Fifth Avenue, 
ALUNDUM and CRYSTOLON Non-slip Abrasives Pittsburgh 13, Pa. 
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nsert printed with Day-Glo litho ink. Day-Glo paint is even brighter 


Day-Glo has little in common with standard safety 


paints. It is fluorescent, with a brightness up to four SWITZER BROTHERS, INC. 


justrial Finishes Division 
times greater than ordinary safety paint. Day-Glo 4732 St. Clair Avenue + Cleveland 3, Ohio 
. ° ° ° ease sen » ylete prod tands +s in ¥ 
can help reduce industrial accidents dramatically! Please send me complete | 1 sales information on 
. Day-Glo Industrial Safety Paint 
Applied to plant hazards and safety equipment, it ” _ 
Name itle 
shouts its warning on first sight, and up to four times e 
ompany 
further and faster nad 
Aaaress 
Use Switzer Day-Glo on cranes, danger signs, fork 


City Zone State 


lift trucks, first aid boxes, safety helmets, machinery, Send full information 


Have representative 


fire protection equipment and obstructions of all kinds 


re . eng P Sales offices: New York, Chicago, Los Angeles and Berkeley, California 
here are five brilliant colors, for indoor or outdoor sions ; ' . 
use, brush or spray application Day-Glo is a registered trademark of Switzer Brothers, 

: Inc., originators of daylight fluorescent colors. 





HERE’S HOW TO SAVE MORE MONEY! 





Use THE COMPLETE LINE of Eagle 
cans and oilers for safe, sure 
maintenance in your plant! 





























Catalog 
IT’S FREE! 


Serving the Trade Since 1894 


MANUFACTURING CO., Wellsburg, West Virginia : 
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Pyrene-C-O-Two 
eight sizes... CARBON DIOXIDE EXTINGUISHERS 
to combat flammable liquid and electrical fires 


To protect your plant against all flammable liquid and electrical fire hazards, 
Pyrene-C-O-Two distributors carry a complete size range of carbon dioxide 
extinguishers. Each unit has been awarded a high U.L. rating and also is 
approved by Factory Mutual. 

Hand portable models are available in 242, 5, 10, 15, and 20 Ib. units. 
Their exclusive Squeeze-Grip valve makes operation simple and quick .. . 
just pull the lock pin and squeeze the lever to open; release to close. Pres- 
surized carbon dioxide snuffs out flames in seconds! Where fire hazards call 
for mobile extinguishing equipment, you can choose from 50, 75 and 100 Ib. 
wheeled portable models. Each is equipped with horn, long hose and easily 
operated valves . . . available with either steel wheels or rubber tires. Carbon 
dioxide extinguishers are excellent for industry because carbon dioxide will 
not damage machinery, equipment, woodwork or fabrics. 


EVERY MODEL CARRIES HIGHEST UL RATING! 





Your Pyrene-C-O-Two distributor will help you make your carbon dioxide 
extinguisher selections . . . or he can also show you a complete line of liquid 
agent or dry chemical extinguishers. Look for his local listing in your Yellow 
Pages under “Fire Protection Equipment.” 


products of THE FYR-FYTER COMPANY, Dayton 1, Ohio 


Branches: Atlanta, Baltimore, Boston, Chicago, Dallas, Dayton, Detroit, Los Angeles, New York, 
Newark, Philadelphia, Pittsburgh, Portland, Rochester, San Francisco, Toronto (Ontario). 
Representatives and Distributors in all principal cities. 
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Now...try Kimwipes 


DISPOSABLE WIPERS 
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Maa the coupon today so that we can rush you your 
FREE box of 100 Kimwipes disposable wipers! We want 
you to prove to your own satisfaction the important role 
these large wipers play in contributing to over-all plant 
safety and employee well-being. 

Super-sanitary Kimwipes reduce skin infections often caused 
by unclean rags or cloths. Super-smooth Kimwipes reduce 


frequency of small cuts and scratches due to imbedded 


Kimberly-Clark Corporation 

Dept. No. OH-60 

Neenah, Wisconsin 

Please send me my FREE package of: 

[] Kimwipes disposable wipers, Type 900-L (15” x 1754”) 
(] Kimwipes goggle wipers, Type 900-S (5” x 834”) 


NAME 








FIRM NAME 





ADDRESS 





city ZONE___ STATE 
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metal that occasionally remains in laundered or re-used 
rags. Super-safe Kimwipes eliminate the hazard of fingers 
being drawn into moving machinery. They will tear with 
a strong pull—whereas cloth rags may pull hands into 
equipment. Kimwipes are available, too, in handy 5” x 8%4” 
size for wiping goggles at safety stations. Packed 240 to 
a carton, these soft, strong wipers pop up just like 


KLEENEX tissues for handy dispensing. 


® 
By the makers of KLEENEX tissues . . . 


Kimberly Clark 


PRODUCTS 








ZEPHYRAIR 


Acme's New Improved 


"CA" MASK 


(COMPRESSED AIR) 
Constant Flow Design 


FOR USE IN: 


Routine Mixing, Cleaning and Main- 
tenance Jobs. 

In Welding—By Specifying Acme 
Pur-A-Weld Face Piece 

Leading and Grinding Operations 
with Hood Covers. 

Tank Cleaning Under Approved Con- 
ditions. 

Unbearable or Irrespirable Conditions 
where A Long Stay is Anticipated. 


The Acme "CA" Mask Outfits 

WILL DO THE FOLLOWING: 

. Provide the Best Air Control to 
the Wearer with the Least Adjust- 
ment. 

. Permit the Wearer to do More 
Work with Less Fatigue. 

. Give Comfortable Fit Over Longer 
Periods. 

. Provide Acceptable Speech Trans- 
mission. 

. Give Safer Work Conditions Due 
to the Greater Vision. 

. Cost Less in the Long Run Due to 
Less Maintenance Cost. 

. Give Greater Interchangeability of 
Accessories. 

. Protect the Wearer from Blasted 
Eyeballs if TOO MUCH Aijr is ad 


Turned on. 


MANUFACTURED BY THE ONLY EXCLUSIVE MANUFACTURER OF INDUSTRIAL GAS MASKS 





RECENT CIRCULARS AVAILABLE 


+597a Acme "CA" Mask — Compressed Air Supply 

+604 Pur-A-Weld — Special Gas Mask for Welders 

+591 Useful Information for Users of Insecticides & Fumigants 
+599 Mercury Recovery and Vapor Collection 

+601 Fireman's Smoke Mask 











ACME PROTECTION EQUIPMENT COMPANY 


1207 Kalamazoo Street South Haven, Michigan 
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Waar Kino oF Toes Are You Buyine? 


What kind of toes are you buying, steel toes or human toes? Sounds crude does it? Not if 
you face the facts, it doesn’t! 


Unfortunately, there are literally thousands of small and medium industrial plants that 
give no thought whatsoever to protecting their workers’ feet with safety footwear. 


These are the plants that are buying human stop this needless waste. 
toes at exorbitant cost to themselves as well 
as to all industry. On the humane side, they 
are responsible for untold suffering to their 
workers when accident strikes. 


Insist that your 

workers wear 

safety shoes. 

REMEMBER, 

All of this adds up to a fantastic loss, yet | you both pceciatiaaeeiaiiadiibiai 
most of it is preventable. Steel toes will benefit! improved WINGUARD toe 


Write today for your illustrated copy of 
A PROGRESS REPORT OF INDUSTRIAL FOOT PROTECTION 


Safety Box Toe Company 
Ss 1°22 S TA TLER BUILDING . BOS TON 
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LETTRERS 


2 redders report 


Personal Worries 

an Accident Cause? 

Eprror: 
——_— 


publication, OccUPATIONAL HAzArbDs, 


send several copies of your 


and any articles that have to do with 
employees not being up to par due to 
financial worries and other problems 
that the employees might take to 
[their] jobs. Thank vou. 

DantieL EF. Boont 
Vice President 
Motor Insurors Agency, Inc. 
Chicago, Il 


We sent a photostat of Dr. Kar! 
Venninaer’s “Protecting the Whol 
fan: Mental Health” from our April 
1959 issue. Mr. Boone will find much 
more of interest in “The High Cost 

F Unhappy Living” (April 1960 


Series Got a Lot 
of Attention 
EpITor: 

Your series, “What Makes a Safety 
Program Pay?” 
and he Ipful. 

Would it be possible to obtain 


was most interesting 


copies of the re prints of the series? 
We are particularly interested in the 
second [article], “Tndirect 


which appeared in the October 1959 


( osts,” 


issue of your magazine. . . 

H. FrRIenDiy 
Safety Coordinator 
Du Pont of Canada, Ltd. 
Shawinigan, Quebec, Canada 


Six reprints were supplied. This 
series of articles attracted a great 
deal of attention from our readers 


Apparently, Our Clubs 
May Work on Managers 
EDITOR: 

I have read “Must We Use Clubs 
on Managers?” in the February 1960 
OccuPATIONAL Hazarps with much 
interest, as fire prevention and pro 
tection is my business and it looks like 
the feelings on this subject are fairly 
universal. 


ARE YOU 
DEMANDING 
the BEST for 


face protection? 


Monarch® 
Model F-506 


These Monarch® Face Shields by 
Fibre-Metal give wide face area protec- 
tion and head protection with extreme 
comfort and convenience. Construction 
is precise and rugged...to give long life 
under hard work conditions. Special fea- 
tures and accessories make Monarchs 
the most used and most versatile face 
shields on the market. Get our Cata- 
log No. 26! Ask your Welding & 
Safety Distributor! 


a Model F-300's smalil- 
er window is also 
interchangeable with 
a gas welding front! 
Has most of the fea- 
tures listed below. 


you get THE MOST 


from Ww p " 


WHEN YOU BUY... 
check these features! 


RUGGED CONSTRUCTION for Full 
Protection 

EXTENDED OVERHEAD PROTEC- 
TION with Full Ventilation 

PRE-FORMED WINDOWS 934” x 19”, 
or 24-Mesh Steel Screen 

QUICK-LOK Attachment enables use of 
SuperGlas or SuperLite (Aluminum) 
Safety Cap 

“Floating” Headgear with Ratchet Head- 
size Adjustment (Patented), NO HAIR 
PULLING 

Leatherette or Genuine Leather Sweat- 
band 

Heat-resistant, full-gage, formed Vulcan- 
ized Fibre Deflector 

Snap fasteners attach windows at rab- 
beted deflector edge with its dust-light 
seal 

“Up” or “Down” positions of Face Shield 
easily set on adjustable friction joints 


CHESTER 


The FIBRE- ETAL Products Company 


In CANADA: Fibre-Metal (Canada) Limited. Toronto 


4 PENNA 
Can this article be reproduced for 


distribution, or quoted in correspond 


ence r 
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See for Yourself... 


...test any piece of safety equipment 
you now use, against its Safe-Hi 
counterpart. If your present equip- 
ment holds up safety-wise against 
Safe-Hi, I will pay you double the 
purchase price of your equipment.* 
If it fails where Safe-Hi Equipment 
holds up, you are under no obligation—save your 
moral obligation to equip your men with the best 
safety equipment available. 


To arrange for such a test*—at our expense— 
write to me direct. Take me up on this challenge! 
You have nothing to lose—and you may save 
employees’ lives. Write me TODAY! 


? f 
Charener IT Ok ma 
*These tests to be conducted Member— American Society y 


under agreed prearranged S. 
conditions and under of Safety Engineer: 


your control. Veterans of Safety 


y\ Sas “en” »\, ee ee eh Lu , 








The Case of the Beit that 
Pulled the Man—and his shoulder 


The equipment was strong enough, but 
as the workman was pulled through the nar- 
row shaft to safety, his arms were pulled 
behind his back—dislocating his shoulders! 
His painful experience was caused by a wrist 
rescue belt that pulled the wrong way, 
twisted his arms and shoulders and hos- 
pitalized him! 


22 


a —_ 
ASS 


“ Wrist Rescue Belt 


..is safety-engineered to pull a man 
through a small opening. Full freedom of 
movement is permitted, but Wrist Rescue Belt 
will pull the arms of an unconscious man up 
forward from any position, preventing shoul- 
der dislocations. Safe-Hi Safety Equipment is 
safe—just as safe as continuous research and 
a lifetime of experience can make it. For com- 
plete information on Safe-Hi Wrist Rescue 
Belts, Lanyards, Shock Absorbers, Belts, 
Ladder Shoes...write for FREE catalog. 


Gfet" Safety Equipment is made by 


Tose manufacturing C0. 


RO-5 
2700 W. BARBERRY PLACE © DENVER, COLORADO 
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We have one industrial account of 
tremendous size that is always preach- 
ing employee safety and left fire pro- 
tection and prevention in the back- 
ground as an orphan. 

\ny ideas you may have on an edu- 
cational program would also be ap- 
preciated, 

WALTER J. OrEY 
Assistant Vice President 
C. J. Reid & Co., Inc. 
New York, N. Y. 


Permission to quote was granted. 
Other readers have asked for reprints, 
for distribution within their own com- 
panies. Further material on the man- 
agement-fire protection relationship 
appeared last month in Occupa- 
TIONAL Hazarps, based in part on 
talks our editor gave at the 1960 
University of Maryland Industrial 
Fire Prevention Short Course. 


ASA Rules and 
the State Courts 
Epiror: 

[ am very interes‘ed in your month 
ly edition of OccUPATIONAL Hazarps 
The section reserved for controversia’ 
compensation cases is particularl 
interesting and it is with this sectic 
in mind that I am asking the follow 
ing questions. 

1. In computing lost-time frequenc: 
tor an industry and in accordanc: 
with ASA rules, would an accident 
such as the one rejected by the Or 
gon State Supreme Court be included ? 

. The case in question appeared in 
the December 1959 issue, namely, 
Ray C. Orr v. State Industrial Acci 
dent Commission. ... 

2. Would this accident be cata- 
logued in a different manner than any 
other case that is disallowed by the 
supreme court? If not, [are] all acci- 
dents rejected by a supreme court, as 
far as payments to the individual 
[are | concerned, also re jected as far 
as lost-time frequencies are concerned 
in accordance with ASA rules?... 

W. S. WriGut 
Safety Officer 
Toronto Region 
Hydro-Electric Power Commission 
of Ontario 
Toronto, Ont., Canada 


American Standards Association 
rules (Z16.1) have nothing to do with 
State or Federal court decisions. The 


continued on paye 18 
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IMPACT PROTECTION! 


Heavy, flaming debris smashing over fire fighters’ heads is among hazards that top the list 
of most frequent fire department injuries. 


Knowing this, it's easy to see why our engineers have designed HARDBOILED” fire helmets to 
insure maximum impact protection, with minimum impact transmission. Even when exposed 
to temperatures as low as ~ 60°F. or as high as + 2,400°F., these tough fiber-glass shells 
surpass Federal and State Specifications for head protection. Yet, complete with either 
POWER-BLOC" or standard suspension, they weigh only, 22 ounces. 


We can safely say, “Bullard fire helmets are the best impact protection a fireman can use. 
Try it and you'll see that no fire helmet surpasses Bullard...in tomfort, safety and economy.” 


Write for fire department catalog 


E.D. BULLARD COMPANY - SAUSALITO, CALIFORNIA © 5 RIDGES FORM A BULLARD TRAD 


— MARK 





BULLARD 


INDUSTRIAL SAFETY EQUIPMENT 














REG. U.S. PAT. OFF 








HOW T0 
CHOOSE 


SAFETY 
TOOLS * 


-..-for greatest 
protection against 
dangerous hot sparks 


.--for long-life 
performance 


For tools subject For tools that have cutting edges and gripping For tools to be used 

to impact and/or teeth, specify Ampco Beryllium Copper Tools. in the vicinity of 

torque, specify For replaceable gripping teeth in Ampco pipe acetylene or similar 

—— Metal wrenches, specify Ampco Pipe-Wrench Inserts pees, specify Ampco 
s. 


— the hardest and toughest available. onel* Tools. 


Write for Catalog ST-10 showing the industry’s most complete line of 
spark-resistant, non-magnetic, non-corrosive safety tools. There are more 
than 400 types and sizes approved by Factory Mutual Laboratories for 
use in hazardous locations. Meet MIL specifications. 

*T.M. INTERNATIONAL NICKEL CO. 


AMPCO METAL, INC. 
Dept. 348F, Milwaukee 1, Wisconsin 

West Coast plant: Burbank, California 

Southwest plant: Garland (Dallas County), Texas 

in Canada: Safety Supply Co., Toronto, Ont. 


Ampco SAFETY TOOLS 
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rules ignore differences among State 
laws, and laws and the courts ianore 
the rules. An accident like that which 
resulted in the case of Ray C. Orr v. 
State Industrial Accident Commission 
(an Oregon case) might or might not 
go into the employer's records, de 
pending on its own circumstances and 
on ASA rules. The State supreme 
court would not carry weight in this 
statistical decision. 


This Correction 
Can Be Important 
EDITOR: 

You have just pulled a good boner 
in your article, “Can You Trust MAC 
All the Way? No!” In your column, 
“What should MAC be?” your printer 
or abstractor definitely did make the 
MAC’s untrustworthy, stating, “New 
Jersey feels 150 milligrams of lead 
per cubic meter of air are safe; the 
ACGIH permits 200.” I am sure yon 
meant 13) micrograms instead of 150 
milligrams. You would have a beauti- 
ful case of lead poisoning in no 
time. . 

JAN Liesen, M.D. 
Director 
Division of Occupational Health 
Commonwealth of Pennsylvania 


Harrisburg, Pa. 


Quite so, Dr. Lieben! Only one 
other reader—an industrial hygienist 
—wrote about the error. Except for 
this, our milligrams and micrograms 
and parts per million were correct. 
The one exception was enough... . 
By letter, we've called the mistake to 
the attention of all those who have 
asked for tear sheets of the MAC 
group of articles which appeared in 
our February 1960 issue. Regular re- 
prints carry the correction. 


New Maryland 
Safety Society 


EDITOR: 

A number of interested safety per 
sonnel in the western section of 
Maryland have organized a group to 
be known as the Western Maryland 
Safety Engineering Society. Mr. John 
J. Long, safety director at Pittsburgh 
Plate Glass Co.’s Works 7, has been 
elected chairman; Mr. Benjamin R. 
Lewis, safety superintendent of the 
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Hercules Powder Co. facility known I should like very much to get in in Artin le No. 269 of your October 
as the Allegany Ballistics Laboratory, touch with General Scientific Equip 1959 issue of OCCUPATIONAL HAZARDS. 
was elected vice chairman; and Mr. ment Co. to find out how long this \l enclosed is a letter from Mrs. 
Henry Johnson, supervisor of safety has been going on, as well as futur ! requesting further infor- 
and plant protection at the Celanes possibilities in this line mation about these disposable clothes. 


l‘ibers Co., was elected secretary (Mrs.) May Ennis Voul ou be kind enough to send 
treasurer. Berkeley, Calif ier the address of the General Scien- 
\n executive committee was 
elected, as was a membership, a con So A. H. Boynton, director, public 
stitution and bylaws, and a program relations and advertising, Pacific In upplied the address, happy to 
group. termountain Express, wrote us sce that OCCUPATIONAL Hazarns had 
The purpose of the group, as pres ' - got ar und so much. Edward Bellamy, 
ently planned, [is] to promote health, Attached is copy of PIE’S Trans- to hom Mrs. Ennis referred, wrote 
safety, and fire protection in the indi portation News which passed along Looking Forward, a novel in which 
vidual industrial establishments and ‘formation in regard to the new line he predicted so ial and political con- 
to encourage and support community of disposable clothes as described ditions 100 years in the future. 
efforts along these lines by offerine 
their services and know-how wherevei 





requeste d. 


In due time it is conceivable that : N @) T | E ! E R Ss 
the group may apply for n 1} 3 


1embership 


in the American Society of Safety) 


Se nc ies a zesees eal FIRE PROTECTION AND 
egal Pare : SECURITY SYSTEM 


Georce L 
Safety Inspector 
Hercules Powder Co 
Cumberland, Md 


Round About to 

an Information Source 

This letter went to the Pacific Inter 
mountain Express Co., San Francis another of 


which publishes a house organ, Trans 


ortation News. the nation's 


- - = protects 


Several weeks ago my son, John outstanding 


Ennis (supervisor of traffic at Unior 


buildi 

Oil Co., Los Angeles), forwarded to ullcings. 
me a folder he had received from you 
and which he knew would cause cot 

excitement. For I am writ 
ing an article or book about the amaz 
ing predictions of Edward Bellamy, ibility of protecting the National Bank 


side rab] 
Notifier is entrusted with the respons- 


made in 1887 and 1897, a startling of Detroit's new Main office in the 
number of which have come tru heart of Detroit's financial district. 


WV ¢ Sno Cc « fo ¢ ad CCT 
Only a short time before, I had 1 NOTIFIER WAS CHOSEN 
telling him about all the clothes, etc., 


: BECAUSE OF: 
to be made from paper—and he 


looked pretty skeptical. He must hav: ©@ Flexibility for meeting com- 
smiled when he read your page, plex requirements 
for under “Quick Capsules” at the @ Advanced electrical design 
top is precisely what Mr. Bellamy @ Reliable performance over 
described: long life 
@ Piug-in components to per- 
New line of disposable clot mit easy maintenance National Bank of Detroit 

lab coats, hats, boots, aprons, Architects-Engineers: Albert Kahn Associated 
gowns, shirts, and pants — has Architects and Engineers, Inc., Detroit 
beer introduce b General . ° 
Scientific forse i ae Do you have special plant protection problems? Let us 
cen ic “A wmmnet oO ‘ire a : : 
resistant and water-repellent, help you solve them with Notifier's modern electronic 
they can be worn over street equipment. A Notifier Sales Engineer will give you com- 
clothes. Material looks _ like plete data on basic systems. 
woven cloth and is soft, light 
weight, comfortable, and _lint- 
free. Though clothes can be 


sterilized, most plants will issue 3700 North 5éth St. Lincoln, Nebraska 
a new garment for each period 
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athlete's foot with 
ONOX 


skin toughener 


treatment 


Skin specialists say the best way to pre- 
vent Athlete’s Foot is to increase the 
skin’s resistance to fungus growth*. 
That’s what Onox does. It keeps your 
feet as tough and healthy as your hands. 
Used by clubs, schools, and over 70% 
of the largest U. S. companies for the 
treatment and prevention of Athlete’s 
Foot. 


*American Pub. Health Assoc., Oct. 15, 1954 


@ TRY ONOX 60 DAYS AT OUR RISK 


Tf not satisfied, you owe us nothing. 
Full details on request. 


@ FREE FOLDER 


Write for “Facts on Athlete’s Foot” 
including medical opinions. 
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USEFUL LITERA 


























To obtain any of the free literature or samples mentioned here. 

circle the number on the readers’ service card corresponding to 

the number of the item that interests you, and mail the card to us. 
No postage is needed. 


Power press guards 
150 Searjeant Metal Products Co.’s 


new enclosure 
guards, double sweep 
guards, barrier guards, 
electro-solenoid drop gate guards, two- 


features 
and 


catalog 

single 

end zone 
hand controls, and guard accessories. 
Applications of each are listed. There 
are dimensional data sheets, photos of 
typical installations, and a 
on normal installation time. 


rundown 


Safety cans 
151 Oilers, safety cans, and oil and 


gasoline containers are described in 
Eagle Manufacturing Company’s new 
catalog ( No. 60). 


sion of the 


\ condensed ver- 
material is avail- 
if you prefer, in Catalog No. 
€0-C. These containers come in very 
handy around any plant and contri- 
bute to the safety and efficiency of 
operations. 


same¢ 
able = 


Fire alarms 


152 A new, 36-page catalog, offered 
by Standard Electric Time Co., 
Springfield, Mass., reviews its entire 
line of fire alarm systems and acces- 
sory equipment, including stations, 
detectors, and signals. Typical job 
specifications covering all systems are 
a highlight ‘of the presentation. 


Noise control 


153 Noise problems are invited by 
Midwest Noise Control Co. This firm 
designs and installs noise control in 
large buildings, rooms and booths, 
enclosures. It builds partitions, ceil- 
ings, walls, and roofs which insulate 
as well as control noise. Company 
literature spells out complete details 
on the firm’s services and product 
line. 


Cleaning tissues 


154 You can use these no-fog tis- 
sues on eye glasses, goggles, gas 
masks, windshields, camera lenses, 
mirrors. They are chemically treated. 
The combination of the water and the 


chemicals has 
eye 


a germicidal effect on 
glasses and 
product contained in a 
brochure offered by the 
er, Carhoff Co 


goggles. Compiet 
details are 


manufactur 


Fire hose 


155 “Prope rties of Industrial Fire 
Hose Jacketed 100% with Dacron” is 
the title of bulletin D-115 from Du 
Pont’s textile fibers department. 
Crammed technical data jhis 
booklet deals with such properties of 
strength, com 


with 
Dacron fire hose as 
parative weights, water absorption, 
abrasion microorganism 
and 
resistance. 


resistance, 
resistance, and chemical 
You get your free 
copy by using the reader service num- 


insect 


can 
ber. 


Noise control 
156 Industrial Acoustics Co., Inc., 


offers a compilation of literature cov- 
ering noise control items as 
acoustic doors, telephone booths, ma- 
chinery enclosures, “Quiet” rooms, 
acoustic panels for fabrication of 
sound barriers, and sound isolation 
rooms. You can get your copy free 
by using the reader service number. 


such 


Floor finish 
157 Formula 1000 does away with 


the need for buffing floors, according 
to its manufacturer, Industrial Chemi- 
cal Division of Leo Silfen, Inc. It 
contains no wax, is non-flammable, 
and will not flake or chip. Use of 
Formula 1000 helps prevent costly 
painful slips and falls, for it is slip- 
resistant. Product attributes are de- 
scribed in detail in a new company 
bulletin. 


Neoprene gloves 


158 Surety Rubber Co.’s neoprene 
industrial gloves provide dependable, 
economical hand protection for those 
handling acids, grease, and 
petroleum hydrocarbons. You 
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More than 100 
styles ... Sizes 
4 to 15, AA to EEE 


it’s the extra effort here and there 
that makes them better everywhere... 
Each step in the manufacture of 
HY-TEST SAFEty SHOES emphasizes 
Comfort for the Wearer. Ask about 


the Comfort-Fitted approach. 


INTERNATIONAY 
SHOE COMPayy 


DIVISION 


NTERNATIONAL) “4” 


ce], 




















1509 WASHINGTON AVE., ST. LOUIS 66, MO. e Teletype SL186 


927 N. 3rd ST., PHILADELPHIA 23, PA. @ Teletype PH476 
Circle No. 21 on reader service card 


OCCUPATIONAL HAZARDS @ JUNE 1960 





Solve protection 
and fitting problems 


e WIDE RANGE OF VISION with the 
e EXCEEDS GOVERNMENT 


SPECS New AO 
Coverglas Goggle 


e FITS PRACTICALLY 
EVERYONE 








For the worker who needs impact protection over 
his regular glasses, this AO Coverglas Goggle 
(AO 325), does a real job. It fits 99% of workers 
(we’ve tested it widely and know). The 50 mm. 
round lenses simplify inventories because that’s 
the size which is standard in all other cup 
goggles used regularly. The frames of black 
cellulose acetate are better looking than those 
on previous models. You'll find that the per- 
forated aluminum side shields step up ventila- 
tion considerably and they will not corrode. Stand- 
ard bridge is leather and adjustable. Also available 
with rigid bar bridge as 325B and with adjustable 
rigid bridge as 325R. For welders model of this 
goggle ask for No. 329. 


American Optical 
‘© 
COMPANY 
SAFETY PRODUCTS DIVISION 
Southbridge, Massachusetts 
Safety Service Centers in Principal Cities 








Welcome Your Plant Visitors 
Thoughtfully with NEW 
VISITATION Safety Glasses! 


Eye accidents to plant visitors can be costly — and 
embarrassing. This new face formed spectacle (F790) for 
temporary and light exposures offers visitors comfortable, 
lightweight, optically correct eye protection. And the cost 
is very low — this is the thriftiest priced goggle in the 
entire American Optical line. Fits over personal glasses. 
Lens is .020” thick acetate — clear or green. Temples are 
clear crystal spatula types. Hand your visitors the F790 
in the scratch-free cellophane envelope. It’s good public 
relations — and good business! 

NOTE: Packaged in bulk in any quantity. 


Always insist on 4) Trademarked Safety Products 


Your Surest Protection...AO SURE-GUARD Products 
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have inch 
14-inch 
These gloves feature 
turncuffs, which prevent liquid from 
running up the wearer’s arms or in- 
side his gloves. Worn turned down, 
the turncuffs offer additional protec 
tion for wrists and lower forearms. 
Gloves are available in either smooth 
or tractor tread finish. Complete prod 
uct details are spelled out in the man- 
ufacturer’s bulletin. 


choice of 
weight 
heavyweights. 


your 
standard 


101% - 


models, or 


Safety headgear 


159 Safety hats, caps, and welding 
helmets are featured in American In- 
dustrial Safety Equipment Co. litera- 
ture. Hats fiberglass 


susnension for 


caps have 

added protection. 
Welding helmets are seamless fiber. 
\ price chart is supplied 


and 


All about earplugs 


160 Those working in high noise 
areas can wear earplugs for protec- 
tion against ear injury. Mack’s ear- 
plugs, made by McKeon Products 
Co., contain no fiber material. (Fiber 
lessens sound-blocking efficiency. ) 
McKeon literature includes complete 
products details and how-to-use in- 
structions. 


Materials handling 


161 Catalog No. 60 (E. D. Bullard 
Co.) with material handling 
equipment and accessories. It is di 
vided into four 


deals 


Section 1 
treats type, size, and ordering require 
ments for safety hooks, used on hoists, 
cranes, and pullers. Section 2 covers 
a high-voltage insulated tension link 
to protect hook tenders and riggers 
in the event a crane contacts high 
voltage lines; it low- 
voltage link which protects hoist 
motor and chain or wire rope during 
welding. Section 3 features a me- 
chanical backup alarm for trucks and 
fork lifts and a new tractor alarm. 
Seat belts and safety truck steps share 
the spotlight in Section 4. 


sections. 


also covers a 


First aid kits 


162 First-aid kits for every need, 
whether in office, plant, field, or home, 
are included in the A. E. 
Co. line. 


Halperin 
Nine are featured in a new 


continued on page 116 


r—IV[inmesora Miinine ano Manuracturinc company 
iS THE KEY TO TOMORROW 


Minnesota Mining and Manufacturing Company, Dept. RCC-60, St. Paul 6, Minnesota 
Please send me complete information and free samples of new “Scotch: Shield” 


po--------- 


New, tougher reflective 
fabric wears longer, 
reduces your costs 


Greatly improved reflective-pro- 
tective garments made of new 
*‘ScotchsShield’’ Aluminized 
Fabric wear two to three times 
longer. They outlast garments 
made with the original ‘“‘Scotch- 
Shield”’ fabric which first intro- 
duced a new concept in heat 
shielding to industry. Longer gar- 
ment wear means fewer replace- 
ments, lower cost for really effec- 
tive safety garments: hoods, 
jackets, coats, coveralls, aprons, 
sleeves, gloves, leggings and 
complete suits! 

Greater durability combined 
with exceptional heat reflective, 
spatter resistant performance of 
new ‘‘ScotchsShield’’ Fabric 
keeps hot spot workers cool, safe. 
They can move easily and com- 
fortably even when exposed to 
intense radiant heat — do their 
jobs better, faster with substan- 
tial savings for industry. 


At work 


SAFELY 
Tee 


Proof 
of new durability: 


This millworker’s test apron has 
alternate sections of new Type 75 
Fabric and older Type 71. 
It was used on the job—subjected 
to extreme heat and wear for 4 
weeks. Note how the Type 75 
Fabric surface has retained its 
reflective surface and resisted 
fabric breakdown. 


SCOTCH: SHIELD 


ALUMINIZED FABRIC 


.. WHERE RESEARCH 


Aluminized Fabric. 
Name 

Firm 

Address 


City 


&>-- 


Title 


Zone State 
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y lyk h Look, Joe, we had all kinds 

ou certain Avis enoug of materials burning at 
hre extinguishers out F once — and nobody knew 
there, Harry. Why weren't 


. 5 which extinguisher to use 
= Sy Soe What's the good of an 


extinguisher if you can’t 


wit just pick it up and use it on 
any kind of fre? We could 
— have had thousands of 

t 1 


extinguishers and still not 
have had enough 


y gat u 
ar 


i iMae 


Will you be in Harry’s spot one day? 
Don’t risk it! Install... 


C THE ONLY FIRE EXTINGUISHERS 
EY APPROVED BY UNDERWRITERS’ 
LABORATORIES FOR 5 OF 





FIRES: CLASS A,B, C and MAGNESIUM 


It’s now possible for you to put one type of fire extinguisher, 
the ABC AllClass, wherever a fire extinguisher is necessary. 
Out-moded, restricted-use fire extinguishers are now obsolete. 
With the ABC AllClass there’s no need for a different type 
of extinguisher for different types: of fires . . . no risk of 
inadvertently using the wrong extinguisher . . . no possibility 
of purchasing or installing the wrong type of extinguisher. 
So install the best ... ABC AllClass. 


Other fire extinguisher manufacturers put standard, 
restricted-use extinguishing agents into new containers of 
different shapes and sizes and claim “great advances” in fire 
protection. But Alim Corporation — specialists in industrial 
and military fire protection — set itself the task of discover- 
ing the ultimate in fire extinguisher effectiveness : a universal, 
all-purpose fire extinguishing agent. 


Result: Alim ABC AllClass Powder, contained in all ABC 
AllClass Fire Extinguishers, 


To you, the ABC AllClass represents a revolutionary advance 
in fire-fighting equipment. Now available throughout the 
United States and Canada from franchised distributors. 





Manufactured for ALIM CORPORATION Write to ALIM CORPORATION 


Manufacturers of GJ 1l Park Place 
Fire Retardant Paints New York 7, N.Y. 


by STOP-FIRE InC., New Brunswick, N.J. | for full information Specify Brochure § 33 


Distributed in Canada by Levitt Safwty, Ltd, Toronto 
Circle No. 24 on reader service card 
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GOGGLE CLEANER 
AND ANTI-FOG 
WITH CONTROLLED 
SURFACE TENSION 


= gives complete penetration and dispersion 
mw assures total cleaning power 

mw leaves crystal-clear film 

w long-lasting residual action fights fog 


Controlled surface tension in combination with powerful clean- 

ing and anti-foggant agents give EYES RIGHT total cleaning % 

power. 

The wider dispersion of EYES RIGHT enables it to thoroughly 

penetrate every corner and crevice of an entire surface area. 

Goggles, windshields, windows, lenses—glass or plastic—are | [seses | Peer] | EYES RIGHT self- 
more completely cleaned. And stay clean longer. EYES RIGHT - dispensing, key- 
leaves a long-lasting residual film that prevents fogging even uy? locked cabinet of 
under the most difficult conditions. sturdy steel at left. 
Workers appreciate . . . safety and efficiency demand . . . the ? Atright, 314 oz. 
clearer vision of EYES RIGHT. All polyethylene packaged | @) squeeze bottle . . . 
for easier handling, shipping, safer storing . . . won’t break or mag | ideal for personal use 
shatter. Write for a free demonstration and name of dealer at bench, desk or in 
nearest you. —— the field. 


nn Acre - 
CLEANER & ANT!-FOG ae 


© 1960 International Latex Corp. 


A few key distribution areas are still open for EYES RIGHT. For information, write: 


INTERNATIONAL LATEX CORPORATION / INDUSTRIAL DIVISION / EMPIRE STATE BUILDING, NEW YORK, N.Y. 


Circle No, 25 on reader service card 
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New Kidde age ahr 


NAMES IN THE NEWS 


carbon dioxide portables = | °": <r": 
awarded highest ULL. rating! |: 90.6. 9... 


vice presidents of Mine Safety Ap- 
pliances Co., have been elected to new 
posts. Donahue becomes president of 
M.S.A. International Division. He'll 
supervise subsidiaries in Europe, 
South Africa, Canada, and Latin 
\merica. Merry is now executive vice 
president in charge of domestic 
operations. 


Robert G. Loftus, vice president, 
Victory Soya Mills, Ltd., Toronto, 
has been eleceted president of th 
Industrial Accident Prevention Asso 
ciations, a federation of 9 safe ty asso 
ciations covering more than 26,000 
Ontario manufacturers . Clinical 
\udiologist Donald F. Krebs has 
joined Zenith Radio Corp., Chicago, 
as research engineer. He will be in 


] 


charge of development and evaluation 


of new conce} related to hearing. 


L. L. Battis R. G,. Loftus 


Globe Industries, Inc., Dayton, has 
appointed Laurens L. Battis eastern 
Belleville, N. J. — A spokesman for Walter Kidde & Company an- regional sales manager of its special 
nounced here today that four of the company’s new portable fire products division. Battis operates 
extinguishers have been awarded the Underwriters’ Laboratories from offices in Kinnelon, N.J. Among 
highest ratings for their respective capacities. To those interested his responsibilities are application en 
in fire safety, this means that, pound for pound, these new Kidde gineering of specialized resuscitation 
units have more fire-killing power than any other carbon dioxide and breathing protection equipment 
extinguishers on the market today. and development and training of 


Available in 15 and 20 pound capacities, in either squeeze valve Globe distributors. . . . New senior 
or trigger models, these power-packed Kidde units feature new hose project engineer for Walter Kidde & 
and discharge horn assemblies, which are responsible for their extra Co.’s industrial and marine division 1s 
fire fighting ability. The new assembly is supplied also with Kidde’s atten gainer Pca apie: Mestre Boe 
10 pound carbon dioxide portable which has a U. L. rating not research and development and chief 
exceeded by any other extinguisher of its capacity. This hose-horn electrical engineer for Fyr-Fyter Co. 
combination is also being offered as a replacement unit for existing fi . 
10, 15 and 20 pound carbon dioxide units, and when attached will August R. Sauer, veteran of over 
upgrade their effectiveness equal to the new ratings. 20 oes the ages | rig nia: “a 

For more information on these top-rated Kidde carbon dioxide NI. om satis ladaaee. Format, 
portables write Kidde today. Sauer was safety engineer at Bethle- 

Industrial and Marine Division hem Steel’s Sparrow’s Point, Md., 
N Walter Kidde & Company, Inc. plant. . aod Dr. R. Emmet Kelly, medi- 

e@ ® 648 Main St., Belleville 9, N. z cal director for Monsanto ¢ memical 

> Walter Kidde & Company of Canada Ltd al para niaa amt’ ole 1) piget 
Montreal — Toronto — Vancouver , continued on page 117 
Circle No. 26 on reader service card 
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For cool, comfortable summer wear 


SK = 


a, 


Sa 
x 


= 


Iron Age 


SAFETY OXFORDS 


Safety shoes your workers will hate to take off 


Here’s brand new 1960 styling in a safety 
shoe designed to make warm temperatures 
drop. Yes, the Iron Age “‘Vent-Aire”’ is for 
men who have longed for a really cool shoe 
—a shoe handsomely crafted—a shoe offer- 
ing both summer-light comfort and durable 
construction. 

This shoe really breathes with every step. 
It’s ventilated throughout. 


Fine materials including soft, supple 
leather, flexible leather soles, and long wear- 
ing rubber heels all contribute to comfort 
and long life. 

We invite you to display the ‘‘Vent-Aire” 
to your workers. With it in stock you’ll gain 
credit for your safety operation by boosting 
your coverage. Ask the Iron Age man to 
show you No. 619 or write us for literature. 


Iron Age SAFETY SHOES 


1205 Madison Avenue, Pittsburgh 12, Pa. 


Circle No, 27 on reader service card 
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No time 
hose fai 


You can rely on hose jacketed 


100% with DACRON' 


POLYESTER FIBER 


Here at last! A fire hose that’s always 
ready in emergencies. This all-new 
hose stays ready on the rack for years, 
without drying or special care. 

Why? Because this hose with jacket 
made entirely of Du Pont “‘Dacron’’* 
polyester fiber is not damaged by mil- 
dew. 

In use, this hose can save you vital 


seconds. It’s easy to handle. . . gets 
into action fast, because it’sonly three- 
fourths the weight of ordinary hose. 
Stores in much less space as well. 

Hose of ‘‘Dacron’’ iseconomical,too. 
Resists damage from chemicals and 
abrasion to last far longer. Next time 
you buy hose, be sure to specify 
**Dacron’’. 


Du Pont makes “Dacron” fiber ...does not manufacture hose. See your regular hose 
supplier or we’ll gladly send you names of manufacturers of hose jacketed with ‘“‘Dacron’’. 


Enjoy THE DU PONT SHOW WITH JUNE ALLYSON—Monday Nights—CBS-TV 


Circle No. 28 on reader service card 


FREE BOOKLET outlines properties of 
hose made with “‘Dacron’’. Write E. I. 
du Pont de Nemours & Co. (Inc.), Tex- 
tile Fibers Dept., 31E Centre Road Bldg., 
Wilmington 98, Delaware. 


*’* Dacron"’ ia Du Pont's reg. trademark for ita polyester fiber. 


REG. U.S. PaT. OFF 
BETTER THINGS FOR BETTER LIVING... THRC 
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e Until now, the answer has been em- 
phatically no/ But for the first time any- 
where, a plastic plate is available that 
will filter the harmful ultra-violet and in- 
frared rays of arc welding—and filter 
them to the same degree as the rigid 
standards set for glass in Federal speci- 
fications. Years of research have resulted 
in CESCO’s new PLASTI-WELD* filters, 
which give arc welders these unusual 
advantages: 


LARGE WINDOW AREA 

In addition to the standard size 2” x 4%", PLASTI- 
WELD FILTERS may be used in CESCO 401-16 
and 403-16 helmets. These give 77 square 
inches of viewing area, curved for panoramic 
vision. 

LESS FREQUENT REPLACEMENT 

The slightly higher price of PLASTI-WELD filters 
is greatly offset by their ability to outlast glass, 
as much as 6 tol. Less breakage from dropping, 


@ HIGHER VISIBILITY 
impact or thermal shock. 


Comments from hundreds of welders who field- 
tested PLASTI-WELD filters state that they give 
“unusual clarity—sharper definition of outline.” 
Result: better output, higher quality work. 


LIGHT WEIGHT 

The 2” x 4%" PLASTI-WELD filter, encased in its 
own rubber gasket, weighs less than one ounce, 
compared with two-and-a-half ounces for the 
average glass plate and cover glass. Regular lens 
gasket is not required. 7” x 11” PLASTI-WELD 
filter weighs only four-and-a-half ounces. 


FOR MORE INFORMATION about CESCO PLASTI-WELD filters, contact your nearby CESCO distributor 
or write our Chicago office 


*Pat. Pending 
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* GENUINE 
GLOVE 
LEATHER 


—easy on the foot asa 
fine glove on the hand! 


. Same dependable 
A ft ty 6 0) yt 


FEATHERWEIGHT 
Neoprene cushion crepe 
sole Hoats the 
whole foot on air 


NEW 
COMPANION 
OXFORD 


for our 
smash- hit 
6-inch 
shoe 


Softest thing 
since girls 


STOCK NO. 1341 


LEHIGH SAFETY SHOE COMPANY » EMMAUS, PA. 
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SPRINKLER SYSTEM) } 
ee 1 od 


MANUAL 
« ARw 


WATERFLOW a. anu 


MANUAL PULL x 
BREAK GLASS STATION 


VALVE SUPERVISORY 
wircn 


REMOTE ST RECEIVING PANE 
RECEIVES TROUBLE & FIRE ALARM SIGNALS 


A TYPICAL circuit for a fire 


‘ wet sprinkler 


For Salvation From Fire 


WitHIN 36 minutes after the first alarm sounded. 





three more alarms went in. The Euston Lead Co. plant, 
A Detection and Scranton, Pa., was afire. 


Alarm System Com... Firefighters soaked their faces with water to help 
them withstand the blistering heat. A tarpaulin that 


‘ ; covered an aerial ladder truck broke into flames. At 
Keep constant watch for trouble in any 7:07 a.m.—1 hour and 17 minutes after the first alarn 


1 


part of your plant. in explosion burst the brick walls, left only a jagge 

; silhouette against the early morning sky. 

Detect fires as soon as they begin, or That was on January 28 this year. Up to July 1958, 
detect water flow as soon as a sprinkler 1 central station supervisor) service combined with an 
head opens automatic sprinkler system to protect the plant. Ne 

occupants moved in, and both service and system wert 
Pell you whenever anyone tries to shut off. 

break into your plant or grounds A soft drink bottling firm bought the plant only a 
few days before the fire, planned to start operations 
Pass notice of trouble along to police about February 1. Instead, the building was rubbk 

or fire departments, automatically and 
accurately, Two-way protection 


Granted that a supervisory system and automati 
sprinklers cost money. So does modern production 
machinery. So do letterheads and telephones and typ: 


Help your guards and plant firemen by 
showing exactly where trouble is. 


ntinued on next pag 
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ONE NEW warning system depends on 

closed circuit TV to monitor many breaches of 
plant security at the same time. One guard can use 
it to watch for trouble inside and outside ; 

yet he never leaves his post. 


writers. You can’t, however, do business without them 
not if you expect to earn continuing profits. Yet a 
= 


lot of managements will put in expensive interoffice 
communication systems, install batteries of office 


machines, buy costly custom-built shop equipment—and 
let fire protection take care of itself. 

Another thing must be kept in mind, too. It’s 
mentioned in Section 1111 of the National Fire Prote 
tion Association Standard No. 71: “Protective signaling 


systems have been in use for many years, and their 
value . . . is recognized as applying both to the 
protection of life and to the prevention of property 
damage.” 

Whether you have a dozen employees or 50,000, 
you're responsible for their safety while they’re on the 
job. Many companies nowadays feel keenly their 
responsibility for seeing that employees work regularly 
throughout the year. If an automatic alarm and fire 
detection system will help protect life and at the same 
time help give reasonable assurance of uninterrupted 
employment, it’s worthwhile. 


Fast action from alarms 


One of the biggest advantages of automatic alarm 
systems is that they are automatic. A guard gets sick, 


TRAINED guards, backed by a good watchclock 
system, are one of the best means to keep little fires 
from growing into big ones. 
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(— TROUBLE 


} EACH CIRCUIT 
ALaRe 


ROW 


cecurt #0 
ROW 2 . a 


Par am || aus 





L AM P §S 





ROWS | 8 3 ROW 2 





ROW 3 * 
TROUBLE |AUXILIAR 
(general) CIRCUIT 


TROUBLE | ALARM 
(representa- | (representa- 
tive circuit) | tive circuit) 


L em no 
REO WHITE 














REO RED 














_- 








NORMAL 





ALARM with or with- 
OUT SIGNAL TO FIRE STA- 
TION 





POWER FAILURES 





BREAK IN CIRCUIT 








BREAK IN 
BELL LINE 





BREAK IN 
AUXILIARY LINE 








has an accident. Or he goofs off. What then? While 
the guard unless 


the guard is supplemented by an automatic alarm 


is gone, your plant isn’t protected 


or central supervisory system. 

Even the best plant guard can’t be everywhere at 
once. If his route is planned properly, he makes one 
tour each hour. He needs 40 minutes to make it. That 
leaves him 20 minutes to rest and prepare reports. 

Suppose a guard passes through a paper storage area 
at 12:42 a.m. Everything looks safe. At 12:58, a new 
janitor drops a smoldering cigarette in the same area 
\t 1:05, the edges of paper batts burst into flame. It 
still will be 37 minutes before the guard finds the fire 

Now, a fire should be caught during its first 3 
minutes—5 minutes at the most. In 37 minutes, a spark 
in a paper storage room may turn into a roaring fire 
that eventually wipes out a whole plant. Consult the 
fire records if you think it hasn’t happened. 

If, however, the paper storage room is sprinklered 
and equipped with an automatic fire detection system, 
iwo things will occur: The sprinkler heads above the 
paper fire will open, and the fire will be controlled, 
probably put out. At the same time, an alarm will go 
to the control board of the plant or city fire station, 
or to the office of the contractor that supplies central 
signal station service. In either case, firemen get on 
their way at once. 


Does away with error 


In Little Rock, on February 7 this year, an automatic 
alarm system summoned firemen to a Sunday fire that 
had been touched off by a trespassing schoolboy. The 
public fire department arrived so promptly that damage 
was negligible, although the building was unsprinklered. 
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Melvin White 


idvantage in automatic alarm 


Later, Little Rock Fir 
pointed out another big 
systems. This type of system, 


Inspec tor 


he commented, does away 
with the chance of human error, makes sure firefighters 
go immediately to the right place. 

This is important, in view of the number of recorded 
cases involving fires that grew big while firemen looked 
in vain for them. We talked, for example, with an Ohio 
industrial fire brigade chief who told us of a fire that 
recently had taken place in a neighboring mill. 

The town 
away. But the guard at 
the gate didn’t know where the fire was. The plant 


“The alarm went in by phone,” he said. “’ 
fire company got there right 


e 
covers close to 100 acres. The guard had to telephone 


around to several different places before he finally 
was able to send the firemen on their way to the fire. 
Then he sent them—he didn’t take them; and they had 
the devil of a time following his directions.” 
Obviously, this was bad handling. The guard should 
1 ? pF | 
have been notified where the fire was 


have guided public firemen to 


A guard should 
the right building. But 
even good handling would not have eliminated the 
chance of error. Telephoned addresses or plant locations 
have a way of coming out garbled. Excited callers forget 
to name locations, just yell, “Fire!” and hang up. Or 
1 fire breaks out thinks 
of his own department, says, “It’s in 516,” when it’s 


a visitor in a department where 


actually in 218, several buildings away from 516. 
This can’t happen with an automatic alarm or fire 

detection system. Whether the 

sprinklers and works on the 


system ties in with 
water flow principle, or 
simply detects a rise in temperature without reference 
to sprinklers, it pinpoints the fire location, sends it to 
the central station in a form nobody can misunderstand. 


continued on next page 
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For Salvation From Fire 


continued from page 33 





Now and then a fire or line break 
interrupts the main power flow. An 
automatic alarm and fire detection 
system must, therefore, have a sec- 
ondary power supply. Most local 
tire codes, like National Fire Protec 
tion Association standards, require 
that the auxiliary supply 
power within 30 seconds after the 
main source fails. 


source 


\n automatic system must, more- 


over, provide some method of elec 


trical supervision. If a break or 


ground fault takes place anywhere 
in the circuits, a trouble signal must 
immediately flash to the central sta 
tion. Supervision must include cir- 
cuits to manually operated fire alarm 
boxes, as well as those to tempera- 
ture-rise, fire, or smoke detectors 
and to water flow alarms. Super- 
vision also is necessary for the cir- 
cuits of any watchman’s tour super- 
visory service—which signals a cen- 
tral station each time a watchman 
puts his key in a clock—whether or 





KEEP SAFETY 
IN SIGHT with 





-LENS- 


THe WILKINS CO, inc 


Cortland 3, N. Y. 
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not the service connects with an 
automatic alarm system. 

ach automatic system should be 
supplemented by a manual system. 
This isn’t a positive requirement 
under most codes, but it is strongly 
recommended. You probably won't 
need so many manual alarm boxes as 
vou will automatic detectors, and 
your manual alarms sometimes can 
be set up in outdoor areas for which 
automatic detectors aren’t designed. 

You should install automatic de- 
tec‘ors in places you may be tempted 
to forget: under stairways, beneath 
work benches, inside cupboards and 
small closets, below catwalks. Nor- 
mally, detectors should be place 1 on 
ceilings, or on walls at points not 
more than 20 inches below ceilings. 


Choose the one you need 


An automatic smoke alarm noti- 
fies the central station when smoke 
accumulates to an exceptional de- 
gree. It doesn’t depend on tempera- 
ture rise. You can arrange this kind 


+ 


of alarm to start blowers or venti 





Gas alarms 


You can get fixed or portable 
instruments that detect 
bustible gas and sound or flash 
the alarm when the gas !evel 
reaches the danger point. Sem«e 
instruments come housed i 


ylosion-proof covers 





lating systems automatically at the 
sends its signal to the 
central control board. Smoke alarms 
rely on photoelectric eyes to “see” 


same time it 


smoke. 

Photoelectric eves also can detect 
fires directly, regard to 
smoke. They're installed on the ceil- 


without 


ing so as to let them scan without 
obstruction whatever area they pro 
tect. If a fire breaks out, the flicker 
(infrared light at a specified number 
of cycles per second) acts on the 
photoelectric eyes, which pass the 
alarm on to a central control panel. 
The panel, in turn, may be arranged 
to sound an alarm automatically 
throughout the building. 

A radioactive element goes into 
one fire detection unit. The element 
fits in a'small chamber mounted on 
the ceiling. It triggers an alarm 
when it’s affected by the difference 
in the ionization rates of combustion 
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gases and gases normally found in 
plant air. lonization takes place 
when electrified particles are formed 
as gas molecules lose electrons under 
the impact of radioactive particles. 

You can get electrically powered 
or gas powered automatic horns that 
sound the alarm when fire occurs. 
These especially well 
adapted to noisy production areas: 


horns are 


generating rooms, boiler shops, 
engine-testing rooms. Gas-powered 
units need no electrical connections 
of any kind. 

Bell or chime alarms are common. 
Chimes are best for offices, lobbies. 
other quiet areas, where raucous 
screams of horns or clang of bells 
might frighten people into panic. 
You can install bells that will ring 
loudly enough to be heard above 
almost any factory racket. Bells and 
chimes will sound automatically, or 
can be wired to sound only as the 
control board operator desires. 


Put on your own show 

One new system relies partly on 
closed W atch 
possible trouble spots. It brings to 


circuit television to 
gether the better aspects of many 
individual protective systems, lets a 
single guard monitor a whole plant 
and all its grounds without leaving 
his central post. 

This new system, because it’s 
tailor-made to meet the needs of the 
individual expensive 
The Brown Instruments Division of 
Minneapolis-Honeywell Regulator 
Co., Philadelphia, installed the whole 
thing fire detection, noise sensing 
alarms, TV cameras and 14-inch 
screen for the guardhouse, the 
works. The system cost 
$33,769. The first year it saved 
$26,270 in operating expense alone. 

Why? Largely because, with the 
system in full operation, Brown 
could cut its security guard payroll 
without sacrificing safety for prop 
erty or people. The Atomic Division 
of Westinghouse Corp. found that, 
in one of its plants, it could slash 
guard payroll more than 50 percent 
by using a centralized electronic 
system that would detect fires, tres 
passers, even trucks approaching the 
plant gates 


company, 1S 


Brown 


Good bet: good guards 


No matter how complete your 


automatic fire detection and alarm 
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This Is a Radioactive Fire Detection System 


BASIC CIRCUIT of a system that reues 
on a radioactive element to detect a fire 
and give an alarm. X inner chamber. 
2) detecti chamber G cold 
harge) tube. A 
. starter electride 

R alarm re'ay 
rm bell. A system like this detects 


cathode anode 


» or invisible combustion gases be- 
7 
ul can see liames 





system, well-trained, physically fit 
guards are one of your best means 
to hold fire and other property loss 
Kven an all 


to a minimum. 


embracing system like the one the 
Westinghouse Atomic Division in- 
vestigated must have good operators. 


continued on next page 
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WATER-COATED 30° INCLIN 
... STILL NO ACCIDENT 


Get Long-Life Protection 
Against Slipping . . . with 
Alcoa Abrasive Tread Plate 


A slick, water-soaked surface in a vital 
production area with heavy traffic has all 
the elements of a safety director's bad 
dream. Only Alcoa® Aluminum Abrasive 
Tread Plate prevents such a nightmare. 
Made with tough particles of fused alu- 
minum oxide, it remains slip-proof even 
when wet, oily or greasy. It prevents 


Aluminum Company of America 
1685-F Alcoa Building, Pittsburgh 19, Pa. 


Name 
Title 


Address 


ee Sy 


City__ 


costly slipping accidents that can injure 
workers, cause production breakdowns 
and higher insurance rates. 

Find out how you can eliminate haz- 
ardous conditions on ramps, aisles, cat- 
walks and other areas with easy-to-in- 
stall, corrosion-resistant Alcoa Abrasive 
Tread Plate. Check the coupon below, 
write Aluminum Company of America, 
1685-F Alcoa Building, Pittsburgh 19, 
Pa., or call your nearest Alcoa distributor. 


I'd like to see how Alcoa Abrasive Tread Plate prevents slipping. 
Please send me FREE sample—also application, design and fabricating data. 


Warcoa ALUMINUM 





ABRASIVE TREAD PLATE 
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For Salvation From Fire 
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Guards, however, need super 
vision. They need it, not only to keep 
them from sleeping on the job or 
passing up out-of-the-way plant 
areas, but to protect them from harm 

perhaps from death. Many guards 
have died as a result of injuries 
which, if they had been taken care 
of promptly, would have been seri 
ous but not fatal. 

An automatic supervisory system 


is the answer to this need for super- 
vision. The guard carries a key with 
which he makes an electrical contact 


operate each of a series of watch- 


clock posts. As he makes the con- 
tact, a signal flashes to a central 
control board—perhaps in the plant 
itself, in the city police 
station, perhaps in a supervisory 


perhaps 


station ot the contractor who sup- 
plies the system. 

The central office has a schedule 
of the guard’s tour. If, for example, 
the schedule calls for him to punch 

+ 2 + 2 
in at post 3 at 1:13 a.m., and no 











1D) 1R3 AN VE; (Ge LE; IRR 


Testing and Cleaning Apparatus 
for Dust Respirators 


e used for cleaning dust masks... 
e for regeneration of dust filters . . . 
e for exact tests of resistance of complete dust 


respirators, dust filters, 


filters ... 


and other respiratory 


¢ easy to use — both control and measuring instru- 
ments are arranged to facilitate the performance 


of manipulation. 


for further 
information 
contact 


in U.S.A.—DRAEGER OXYGEN APPARATUS CORP. 
432 Park Ave. So., New York 16, N.Y. — MUrray Hill 4-4390 


in Canada — SAFETY SUPPLY COMPANY 
214 King St. East, Toronto 2, Ont. — EMpire 4-3234 
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signal reaches the control board 
within a few minutes after that, the 
central office dispatches a trained 
investigator to find out why. If 
thieves have knocked out or killed 
the guard, if he’s been overcome by 
escaping gas, if he’s fallen down 
steps and broken a leg, if he’s had 
a heart attack—or if he’s too busy 
trying to stop trouble in one place 
to be able to put in his regular 
| 


signal somewhere else—the invest! 


I > r oets 
fives Or gel 


gator learns about it, 
necessary help. 


Save life and production 


Cost of automat 


often can partly be covered 


ic alarm systems 
aside 
from any reduction in guard pay 
by reduced fire 


Most 


allow a credit—the exact percentage 


rolls insurance 


premiums. rating bureaus 


involved, the 


overall insurance 


depends on the risk 
location, and the 
rate—for automatic alarms, even in 
unsprinklered property. 

This reduction is unimportant, 
however. So you save 2 or 3 percent 
on your insurance bill. That doesn’t 
justify an expenditure of thousands 

or even, in a very small plant, 
of hundreds. 

The important saving lies in two 
human life and produc 
tion, the double saving mentioned at 


directions ° 


the beginning of this article. You 
can’t earn a profit, you can’t pay 
wages, with a fire-gutted plant. An 
automatic detection and alarm sys 
tem may well be your—and your 


employees’—salvation from fire. © © 


Some information and illustrations for 
WS articie came 


m American District 
] Detex 


1 


Te legraph Lo., Autocall (Cs 
Watchclock Corp., Edwards Co., Falcon 
Alarm Co., Johnson-Williams Inc., Walter 
Kidde & Co., Minneapolis-Honey-vell 
Regulator  ¢ National Automatic 
Sprinkler & Fire Control Association, 
National Fire Protection Association, 
Notifier Corp., Pyrotronics Division 
(Baker Industries, Inc.), Standard Elec 
tric Time Co. 





Have an ambulance? 
There’s an extra benefit in 
having your own plant ambu 
lance, a safety man points out 
the hospital recognizes the com 
pany name, knows the bill will 
be paid, and immediately sees 
the patient gets “red carpet” 


treatment 
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Safety With Atoms 


How bo you protect men who use 
cobalt-60 to do radiographic testing 
of steel castings, forgings, and weld- 
ments ? 

The National Supply Co., Tor- 
rance, Calif., did a lot of this kind 
of testing. It built an outdoor en- 
closure to Atomic Energy Commis- 
The enclosure 
18 inches thick 
feet high, but no ceiling. 
Trucks carried big parts into the 


sion specifications. 
had concrete walls 
and 7 


test area through a gate, or a truck 
crane hoisted the parts over an en- 
closure wall. 

Then National Supply Co. de 
signed a moving carrier that could 





THIS INSPECTOR 


tection 


added to the 
against radiation given him 
for cobalt-60 by 
unter 
right) close by to 


1 | 
evel 


pro- 
by the 
mobile carrier setting 
instrument at 
the radiation 
control he used to guide 
the pill kept him away from danger. But 
when you deal with atoms, it 


a Geiger cc (small 
measure 


The remote 


pays to be 
doubly sure! 





be controlled from a safe distance. 
The carrier had a flexible projector 
tube in which the cobalt-60 pill was 
guided from a lead storage safe to 
wherever it would be used. The 
carrier had a control box at the end 
ofa long cable. 

A hand crank operated a chain 
drive. The drive shoved the cobalt 
60 pill out through the flexible tub 
ing, pulled it back when the neces 
sary radiographic tests were fin 
ished. Lights on the control box 
showed where the radioactive pill 
was: inside the carrier, emerging 
from it, or in the outside position 
for exposing radiographic film, 

ee 
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SAFE, 100% FORWARD VISIBILITY 


.. respiratory and face protection against fire-fighting hazards 





WILLSON 


Scottoramic Facepiece Gas Mask 


gives vastly improved vision and comfort with this advanced, 


modern design. 


No center-post obstruction to distract or 


reduce vision. A true ‘‘picture-window”’ view. 


100%. undistorted forward visibility . . 
180° or more horizontal vision. 
Shockproof, crystal-clear safety lens... 
securely locked in place by stainless steel 
frame. 

Comfortable, even when worn for pro- 
longed periods . . . mask accurately con- 
toured to fit face. 

Excellent nonfogging characteristics. 
Dual airtight seal. Easy ejection of ex- 
haled air. Voice carries through valve. 
U. S. Bureau of Mines-approved for 
use with all B. of M.-approved Willson 
canisters. 

All-New Window-Indicator Universal 
Type Canister, as shown at right, with 
visual signal that tells when to change 
canisters. Canister styles NIW and N2W. 


Ask the Willson distributor for a demonstra- 
tion of these and many other exclusive fea- 
tures of this greatly improved gas mask. 
Or write direct for complete details. 





WILLSON 


PRODUCTS DIVISION 
RAY-O-VAC COMPANY 
225 Washington St., Reading, Pa. 
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A-HEAT RESPONSIVE DEVICE 

B-DELUGE VALVE 

C-WATER SUPPLY LINE 
COMPANION 









TO FOAM 
HOSE STATION 


®-CHECK VALVE 
L-SEOIMENT STRAINER 
M-ORIFICE PLATE 

N- SELF-FLUSHING STRAINER 


“Antomatic”’ Sprinkler Corp. of America photo 


FOUR SEPARATE air foam sprinkler systems protect the an area of 36,000 square feet. Two 300,000-gallon water storage 
Canadian Pacific Airlines hangar at Vancouver, British Colum- tanks,-with another tank for storing foam liquid, back up the 
bia. The systems work individually or all at the same time, systems. The photograph shows the systems in operation during 


produce 60,000. gallons of expanded foam per minute, protect the acceptance: test. 


Is Your Sprinkler System 
Ready for Action? 


In New ENGLAND several years ago, a group \s 
insurance investigators checked out ystems are more inclined to 
prinkler systems. They found obstructions ach time a dry pipe valve 
percent of the wet pipe and 60 percent of th overhead piping and surfaces ar 
installations. When the system is drained 


I 
Here were plants which bou pressure, the oxygen in the Tit 


then failed to maintain it 


the insurance investigators 


reported, dry pipe 
than wet systems 
, water enters th 
wetted and rewetted 
ind put under air 
ir produces rust 


Later, the rush of water often pushes this rust toward 
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the opening from which air and water are exhausted. 

We've emphasized that dry systems clog, because 
some fire protection chiefs keep a close eye on wet 
systems for signs of rust or clogging, but take for 
granted that no rust or clogging can arise in a dry 
system. 


Wet systems may clog, too 


In wet systems, during pipe installation or repair, 
mud, clay, or other foreign materials find their way 
into the pipeline. Often, these materials are carried 
into the dead end lines. Over a period of time, they 
sometimes become entrenched, and if the quantity 1s 
great enough, plug a branch line or cross main. 

If inspection turns up nothing more serious than 
soft silt or small amounts of scale, you can flush pipes 
just by flowing water through them. 

If flowing water won't do the job, try hydropneumatic 
cleaning. Apply flushing force at the ends of the 
smaller piping. That drives all foreign material back 
toward the larger piping. You get good cleaning action 
without using a lot of water. 


Daily care for dry systems 


In a dry pipe sprinkler system, you have to open a 
valve to let water into the sprinkler piping. This typ 
system is frequently used to protect unheated areas 
The dry pipe valve has air pressure above it on the 
system side and water pressure on the underside. It 
must, therefore, be in a heated enclosure. 

Take a daily reading of dry pipe valve air pressure 
At the same time, test the sprinkler alarm bell. 

At regular intervals, check the system with a 2-inch 
drain test. Record static and residual pressures; you'll 
make doubly sure piping is clear. Use plenty of priming 
water. Lack of it causes air leaks and dries out the 
rubber diaphragm. But too much makes the water 
rise beyond the heated dry valve enclosure; it may 
freeze into a solid plug. 

Operate low point drains regularly to remove 
foreign material from piping. 


Horrible example 


Keeping pipes unclogged demands steady, con 
scientious effort. Failure to do so can be fatal. 

A few years ago, a fire broke out in the stockroon 
of a chemical plant. Flammable rags in a wooden bin 
touched it off. 

The company had plenty of sprinklers. Twenty-six 
heads opened before the fire was out. Most of them 
were very little help. They were too loaded with scal 
and sediment. 

It was after this fire that plant owners ordered 
complete flushing of all sprinkler systems and replace 
ment of obsolete heads. 


Air foam systems boom 

While wet and dry systems are most common, i 
recent years the use of air-foam systems has been 
growing fast. Spilled flammable liquid fires ar 
effectively smothered with foam. 
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A major air-foam sprinkler system manufacturer 
demonstrated its system under on-the-job conditions in 
Canadian Pacific Airlines’ Vancouver, British Colum 
bia, hangar. Of the 600 sprinkler heads in this system, 
150 were used to discharge 220,000 gallons of air foam 
in 6 minutes. The foam cov red the 36,000 square foot 
hangar with a 6-inch foam blanket, which was later 
washed away by fire hoses 

Around highly volatile gasoline and turbine fuel 
foam’s smothering effects quench fires and safeguard 
the airlines’ expensive fleet. If flammable liquids spill, 
the system can be manually operated to blanket an 
area in 30 to 60 seconds. That prevents ignition until 
the fuel is carried away by floor drains. 

When the air foam system’s heat-actuated devices 
detect an abnormally rapid rise in temperature, the 
air foam deluge begins automatically. Normal rates of 
temperature rise, caused by ; 
not affect it. 

Air foam systems cost more than wet or dry systems. 


weather or by heating, do 


Foam system manufacturer phasize, however, that 


hire protection costs can b duced through air foam 


sprinkler systems because they do away with the need 
for special drainage and other special construction 
features. Special drainage is often required to carry 
away spilled flammables and water discharge, if an 


foam system has not been installed. 


How to choose a head 


Sprinkler heads are manufactured in different 

standard temperature ratings 
Standard Temperature Vaximum 

Temperatur. Ceiling 

Rating Range Temperature 
Ordinary 135 , 100° F 
Intermediate 75° to < 150° F 
High 250° to 2% : 225 
Extrahigh 32 03 300 
Very extrahigh t ‘ 375 


O beratina 
/perating 


Very extrahigl 5 | $25 
Very extrahigh 5 I 475 


Never use a sprinkler head with a rating hiecher 
+l, agleauen oes ° 
an ordinary unless necessary, and then only in 
\ 


iccord with the maximum ceiling temperatures. Get 


ceiling readings by hanging a thermometer at the level 


of the sprinkler heads, preferably on a hot day. 


Plant operations are not always the same. Tempera- 
tures change as processing and production methods 
change. Many a fire chief has overlooked this factor 
ind discovered a produ tion dey 


partment drenched with 
water triggered by a sprinkler head unsuited to 
temperature conditions. Damaged stocks and disrupted 


production are byproducts of such miscalculations. 


Rules for water distribution 

The more uniform a sprinkler’s distribution, the 
more effectively it quenches fire 
tribution: 


To insure good dis 


1. Keep at least 3 feet of clearance between stock 
and sprinkler heads. 

2. Keep main trucking aisles wide enough to accom 
modate two-way traffic: 12 feet for main aisle traffic, 

mtinued on next page 
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SPEEDS PRODUCTION 
REDUCES ACCIDENTS 
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GUARD-TEX 


SAFETY TAPE 


« Helps protect fingers, hands, forearms against 
cuts, burns and abrasions. Reduces eye strain — helps 
production. 


« Promotes safety where potential hazards exist — 
transformer lamination, pigtailing, handling hot or 
sharp glass, sanding, polishing, machining, buffing, 
burring, grinding, punch press operation. 


¢ »self-adhering easy to apply and remove. Conforms 
neatly to finger contours, without affecting “feel” or 
flexibility. GUARD-TEX leaves no sticky residue, 
color stain, or tingerprints. Indispensable in handling 
delicate work. 








GUARD-TEX 
SWEAT BANDS 


at throw away prices 
Elastic band holds feather-light, four- 
ply powerfully absorbent band in just 
the right place. Comfortable, efficient. 
Prices and samples free. 











GENERAL BANDAGES, INC. 


8300 Lehigh Ave., Morton Grove, Illinois 
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Is Your Sprinkler System Ready? 
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8 feet for cross aisles, unless there is highly combustible 
stock nearby. 


Sprinklers cut insurance costs 


Automatic sprinkler system installation reduces in- 
surance premiums. A food processing plant in Texas 
cut its premiums 90 percent when it installed sprinklers. 
A paint manufacturer in Illinois slashed its premiums 
75 percent. At the same time the plants substantially 
increased their fire protection. 

A few diehards say they wouldn’t install sprinklers 
because of water damage, which they describe as often 
being more extensive than fire loss. The facts are 
these: Of 50,310 fires reported to the National Fire 
Protection Association recently, in over half not more 
than 2 sprinkler heads opened. 

One sprinkler discharges 25 to 40 gallons per minute, 
about 10 percent of the discharge rate of an average 
outside hose stream. The sprinkler operates directly 
over the fire, sprinkling water at normal pressure over 
120 to 130 square feet. Often, by the time public fire- 
men arrive to fight a fire, they have no choice but to 
direct high-pressure streams in the general area be- 
cause smoke has clouded the atmosphere. 


Seven ways to reduce damage 


If you follow these rules, you'll be able to hold water 
damage down during a fire: 

> Have water-flow supervisory alarm service for 
prompt notification of sprinkler operation. 

> Palletize stocks. 

> See that drainage is good. Use floor drains or 
wall scuppers. 

> Install sprinkler head guards in low or restricted- 
access areas. 

> Put noncombustible canopies over live clectrical 
equipment to prevent water from touching it. 

> Use properly rated sprinklers. 

> Set up efficient salvage procedures. © © 
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Safety director v. purchasing agent 








Who Runs Your Safety Program? 


Beginning here, we’ll run an article now and 
then on the general theme of “Who’s Run- 
ring Your Safety Program?” You, or some- 
one else? This piece concerns the relationship 
of purchasing agent and safety director. 


ARE SAFETY directors shouldering buying respon 
sibilities as they should, or are they handing them over 
to purchasing agents ? 

John Dunne, veteran of 25 years in the safety and 
fire protection fields, raised the question. He told us 
that after he addressed a group of safety engineers, 
he was asked, “What would you do if you specified one 
type of air mask and the purchasing department 
bought a different one that cost $10 less ?” 

“Let me answer the question with a question,” Dunn 
replied. “Who is running the safety program in your 
plant—you or the purchasing agent? If a man dies 
wearing an inferior mask, will the purchasing agent 
be held accountable, or will you?” 

There’s no getting around the fact that specifying 
safety equipment should be a prime part of the safety 
director’s job. No one else knows so much about hazards 
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and ways of guarding against them as the safety man. 
No one has a bigger stake in the success of the safety 
program. 


Keep up with the best 


Necessarily, the safety director must keep posted 
on new and improved safety products and methods. 
Legitimate manufacturers are always eager to tell 
vou about and to demonstrate their products. Have 
them in, get a briefing, make comparisons. Then draw 
your conclusions as to which make and model is best. 

Don’t settle for “we’ve always used this type of 
equipment” as the reason for reordering the same old 
stuff. Know for certain, before you buy, that nothing 
better has come along since the previous purchase. 


continued on next page 
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Checklist for Buying Safety Equipment 


That's an old Japanese proverb at the left, the Japan-United States Textile Informa 
tion Service says. Read it from top to bottom: Yasumono-kai no zeni ushinai. ‘He 
loses his money who buys cheap things.” Or: “Penny wise, pound foolish.” John 
tri Dunne, who has bought and sold safety and fire protection equipment for more than 
[ f a quarter century, supplies these guides to make sure you don’t lose money when you 
buy. 


7 \ Learn all you can about similar products of various manufacturers. 


After you’ve studied these products, order what you think is best for the specific haz 


AN tell why a particular item is best. 


, rs 





J) ards you have. 
If you order through the purchasing department, support your request with faets that 


% 
LE Insist that the safety equipment salesman or dealer recommend the right product for 


vour needs, rather than guess off the top of his head. 


. Learn to look a discount in the mouth. It often cloaks inferior merchandise, or 


chandise for which you can’t later get repair parts. 


[ + Tell your management about new and better safety equipment. (One way is 


clippings of new product items from this magazine to your plant manager. ) 








No one can reasonably expect a purchasing agent 
to juggle comparative data on dust collection equipment, 
fire extinguishers, even hard hats and gloves, to th 
point where he knows all the shades of differenc: 
He processes orders for hundreds, sometimes thou 
sands, of different items a year, items which may rang 
from ball point pens to surgical instruments. 

Where safety equipment is concerned, the choice 
has to be yours. You’re the man best qualified to mak 
it. Act accordingly. State your preferences definitely 
Have facts to back up your choice. 

If you don’t, your company may forfeit the advantag: 
of your technical knowledge. Your purchasing agent 
may jump in and rule out virtually all considerations 
but price. 

Being overly cost-conscious can be a risky business. 
In the last year or two, discount houses began making 
inroads in the safety equipment field. And coincidental 
with their rise, there have been the inevitable stories of 
inferior equipment that failed to perform properly. 

Just a few months ago, a southern Ohio manufacturer 
told us of a pressurized extinguisher which blew up, 
injuring several employees. Investigation revealed the 
defective extinguisher was one of a lot bought at dis 
count prices. The firm replaced the entire lot. The 
buyer learned the hard way about the false economy 
of industrial discount buying. 

Keep examples like this in mind when you're talking 
with a salesman who emphasizes price above all else. 
You might ask yourself: ‘Will his firm stand behind 
the product, replace it promptly if performance is not 
up to par? Does the firm have stock on hand, or shall 
I have to wait for shipment? Is the equipment som« 
thing that can be standardized, or will the dealer bi 
out of business when I want more? Can the dealer 
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get the equipment legitimately from the manufacturer, 
or will he have to bootleg it through another dealer?” 

When you're offered a deal, remember low first 
cost isn’t desirable if it means you’re buying yourself 
a lot of grief later on. 


Which products are best? 


To learn which products are superior, you must 
maintain good relations with salesmen. These men 
should know your plant hazards, what equipment 
is needed to handle them. They should be 
suggest remedies for safety problems. 

Marketing authorities agree there are far too man‘ 
salesmen who are long on small talk and short on 
product knowledge. You'll be doing both yourself and 
the salesman a favor by making it clear you expe 


ix t 


him to provide you the information you need 


Don’t wait—do it now 


Finally, don’t wait until the last minute to inform 
your management about new developments and product 
improvements. Make it a habit to fill management in on 
equipment that might be used in your plant. This way, 
you'll prepare the brass for the eventual expenditure far 
better than dropping a requisition order on an executive 
desk and letting it go at that. Afer all, managerial people 
like to know why they should spend money. 

Seeing to it that your plant has the proper safety 
facilities and equipment is your responsibility. You can’t 
pass the buck to the purchasing department or plant 
management. It doesn’t work. When that inferior piece 
of equipment goes haywire, it’s you management wants 
answers from, not the purchasing agent. @ ¢ 
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Hitemp Wires, Inc., Westbury, N.Y., makes high-temperature Graflex, Inc., Rochester, 
insulated wires and cables for aircraft and missiles fields. 





N.Y., produces photographic and 
electronic equipment of unusual versatility and reliability. 





* - 
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Chrysler Corporation’s huge stamping plant in Twinsburg, Ohio, 
manufactures metal body parts for its many motorcars and trucks. 


Hankins Container Company’s Cleveland, Ohio, plant fabri- 
cates corrugated paper shipping cases and paper containers 


Pittsburgh COLOR DYNAMICS’ helps to increase 
productive efficiency in a wide range of industries 


e Many hundreds of industrial plants all over America use 
Pittsburgh CoLor DyNamiIcs to improve productive efficiency and 
e Improves working conditions well-being of their workers. These industries range from textile and 
paper mills to factories making motorcars, farm tractors and air- 
planes. By following the principles of this modern painting system, 
e Enhances morale of employees work areas are made more pleasing. Workmanship and produc- 
tivity are improved. Safety colors on controls, motorized equipment, 
e Reduces hazards of time-loss accidents cranes and traffic lanes reduce danger of accidents. And CoLor 
DYNAMICs assures these benefits at no greater cost than conventional 

maintenance painting. 


e Lessens eyestrain and physical fatigue 


e Send coupon for free copy of booklet which explains what CoLor 
DyNaMICcs is and how it can be applied. If you wish, we'll also gladly 
prepare a detailed color plan of your factory without cost or obligation. 


Pittsburgh Plate Glass Co., Paint Div., 
Department OH-60, Pittsburgh 22, Pa. 


' Please send me a FREE copy of your booklet 
Watch the Garry Moore Show —CBS-TV— Tuesday evenings. “COLOR DYNAMICS.” 


|] Please have your representative call for a 


® COLOR DYNAMICS survey without obligation on 
p.PittssuRGH' PAINTS (ARM == 


Name 
PAINTS * GLASS + CHEMICALS « BRUSHES + PLASTICS «+ FIBER GLASS Street 


. City 
IN CANADA: CANADIAN PITTSBURGH INDUSTRIES LIMITED 





OEE —-. i —_ fT 


No 


Price 








: SWEATBAND IN DEMAND... 
Increase! © THROUGHOUT THE LAND 


¢ ‘ oe ee 2 
1-39 boxes of 25 » = . — 


$4.00 per box. | 
. 

AO or more 

boxes of 25 

$3.50 per box. 


“ ae Pod 
- - s37% . 

7 ae apy? 

(| ON eat 9 a ee eS 


GREATER 

LENGTH FOR 
GREATER COMFORT 
and SAFETY 


@ This extra length will completely eliminate perspire @ No more blurred visi 
tion that forms on the side of the head, f 
4 ‘ +, + | r +[, ' ' ’ 
entering the eye and safety es So @ Not a throw-away but can be used and reused 
increasing the comfort and safety of the worker. . 
for weeks. 
@ The Allsafe DRYBROW has a one-piece, free e a _ 4 . 
. ee se — just dip in cool water an | 
floating, self-adjusting, all rubber Headband. @ Fasy to use I" P = oe ey 
° ° . | . ! 
There are no buckles to lose, adjust or irritate the to forehead. Don't delay — send for your sample 
head. today. It's FREE and postpaid. 


AMERICAN ALLSAFE COMPANY INC. 


1245 Niagara Street, Buffalo 13, N. Y. GA 8300 1224 Erie Bivd. East, Syracuse 3, N. Y. GR 5-1902 
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How To Care for 


Fire Extinguishers 


UNLEss all the fire extinguish@F@iiiy our plant are = 
thoroughly checked several timégiipyear, you're 
courting disaster. pr aa be. 
- person to inspect aig cecharal 
extinguishers. See that he t 


ags each after Fecharve 
+] oe | te % 
with the date and his signatur: : 


Hydrostatic pressure tests 


\ssign a responsible p 


al ie best way to find 
if extinguishers are up t 


ut are up to par, except for carbon 
lioxide models. 
\pply pressure graduall » that in about a minute 
reaches not less th 3 


(me 


pout per square inch 
more than 350 pounds pet re inch for hand 
than 400 pounds for wheeled 
types). Hold pressure inute and release. 


t 
models, or not 


more 


It this test reveals leakage or weakness of any kind, 
the extinguisher and throw away. Take 
special pains to be thoroughly destructive. Otherwise, 
someone is likely to rescue the defective extinguisher 
ing it is little 


destroy 


from the ashcan without 


more than 
an ornament. 


For a step by step rundown on the care, inspection, 

testing, and recharging various types of extin- 
guishers, see the chart on 1 following pages. @ @ 

ra more complete descrij 

ng, see “Will Your Extir 


ydrostatic pressure test 
HAZARDS, 


tCst- 
Wc 


ode?” (OCCUPATIONAI 
Tune 1957 
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How To Select a Fire Extinguisher 


Vaporiz- 
ing 
Liquid 





Carbon 
Dioxide 


Dry 
Chemical 


Soda 


Acid Water 


Foam 





Class A Small 


surface 


Small 


surface 


Yes 


Foam clings 
to vertical 
surfaces, wets 
and smothers 


Yes 


Soda acid is 


Yes 
Water is 


ane 
Paper, excellent, 


wot rd, excel- 
rubber, other 
general combustibles 


need cooling 


fires fires inexpensive, 


juenches and 


Sic iT, 


only only yuenches and 
cools cools 
and 


quenching 





Class B 
Flammable _ liquids 
such as gasoline, paint, 
and oil need a smoth- 
ering action 


Yes 
Does not 
harm foods, 
leaves no 
residue 


Yes 
Dry chemical 
smothers 
quickly 


nres 


Yes 
Vaporizing 
liquid turns 
nto gas which 

others fires 


Yes 
blanket 
m surface of 
liquid 


smothers 


Foam 


hire 


No 
Water content 
spreads 
flammable 
liquid fires 


Water spreads 


No 


flammable 
liquid fires 





Class C 


Live electrical fires in 
wiring, 
similar 
need a 
agent 


and 
equipment 
nonconducting 


motors, 


Yes 
CO; is non 
conductive, 
doesn’t dam- 
age equipment, 
leaves no resi- 
due 





Yes 
Dry chemical 
smothers fire, 
is noncondu 
tive 


Yes 


Liquid is non- 
-onductive, 
loesn’t harm 
equipment 


No 
Foam is 
juctive, in- 
‘reases danger 
of electrical 
} 1 


SHOCK 


con- 


No 
Water content 
is conductive 


No 


Water 1s con 
luctive, in- 
-reases danger 
»f sk ( ck 





Underwriters’ 
Classifications 


214- & 5-lb. B- 
2, C-2, 10-Ib. 
B-2, C-1, 15- & 
20-Ib. B-1, C- 
1, and up 





Subject to 
Freezing 





Yes 
If chemical 1s 
idded, water 
will not freeze 








feet 





Effect on Fire 


Smothers fire 


Smothers 


coc Is 


Cools and 


juenches 


1 
Cools 


juenches 








Extinguishing 
Agent 


Carbon 
dioxide 














Sodium = chle 
ride wit! 


ditives 








Vapor formed 
by heat acting 
on liquid 





bubbles 


Foam 


Soda 
and 


solution 


acid 











Water 








Based on a Fire Equipment Manufacturers Association chart 





| SOLVENTS 


ANNOUNCING CHLOROTHENE NU... 
two-way safety for cold-cleaning anywhere in your plant 


Newly developed Chlorothene® NU combines safety for 
both plant and personnel, high solvency . . . and an ad- 
vanced Dow stabilizing system that makes possible greater 
economy through easy recovery, plus an extraordinary 
range of cold-cleaning applications. 

Safe two ways! Low in toxicity, Chlorothene NU has 
a maximum allowable vapor concentration of 500 parts 
per million. That’s substantially higher than most chlori- 
nated solvents and compares favorably with many flamma- 
ble solvents. In addition, Chlorothene NU has no fire or 
flash point, as measured by standard methods. Together, 
these features add a wide margin of safety—for dip, spray, 
bucket or wipe cleaning operations—on the production 
line or for maintenance. 

The exceptional stability of Chlorothene NU (specially 


inhibited 1,1,1-trichloroethane) provides two important 
advantages for plant operating people. First, it assures a 
remarkably low corrosion rate, even for corrosion-sensitive 
aluminum, zinc, and white-metal alloys. And Chlorothene 
NU cleans other metals, many non-metallic materials 
besides. The second benefit of high stability is easy 
recovery —usually with existing equipment. Thus, Chloro- 
thene NU can compare favorably with flammable solvents 
on a dollars and cents basis. 

Ask your distributor of Dow solvents. He has complete 
information about the safety features of Chlorothene NU 
and will be glad to explain uses, recovery and comparative 
cost. Or, contact your nearest Dow sales office. 

THE DOW CHEMICAL COMPANY - 


MIDLAND, MICHIGAN 


SEE YOUR DISTRIBUTOR OF DOW SOLVENTS-FIRST! 


Circle No. 37 on reader service card 
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EVERY WORKER has a broom at the Pacific Cement & Aggregates plant, Centerville, Calif 


This man sweeps up loose gravel as soon as it falls on a plant floor. The 


+ 


without a lost-time accident 


Here, 


“GIVE A MAN A BROOM! If he keeps his own work area 
clean, he’ll watch the other safety rules, too.” 

This comes from Warren S. Brown of San Fran- 
cisco, safety engineer for Pacific Cement & Aggregates, 
Inc., the nation’s third largest producer of sand and 
gravel for the construction industry. 

There must be something to it, Pacific’s Centerville 
plant, 1 of 14 it operates in central and northern Cali 
fornia, has worked 10 years without a lost-time ac 
cident ! 

Sweeping is not the whole story. It does point up the 
effectiveness of a simple, habit-forming procedure that 
is a constant reminder of all safety methods for a job. 

The Centerville plant has a crew of 40 men, all 
sweepers to the extent that they keep all walkways free 
of sand and gravel that spills from conveyor belts and 
other handling equipment. The men also sweep the many 
pedestrian ramps and stairs. 


50 


Every Worker Does 


Making every worker his own housekeeper eliminates 
this risk. It focuses attention on the condition of equip 
ment. It relieves the plant’s yard crew of the sweeping 
chore so they can give full attention to general mainte 
nance. 


acific Cement & Aggregates backstops this approach 
to housekeeping with a carefully-planned system-wide 
safety program. Every new worker gets a pocket-size 
safety manual written for quick and easy reading. He 
signs a receipt for it, and his superintendent also signs 
a slip indicating he has told the worker to read it care 
fully. 

Workers of all PC&A plants are kept informed 
about accidents throughout the system. 

Each month on the bulletin board in every plant is 
posted a system-wide statistical report of accidents. To 
assure attention, each monthly report goes on different 
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PLANT design gives this worker plenty 
wrench without banging into things. The plant 


with worker safety in mind 


HE SHOWS how not to wor! 


a conveyor | using He 


t push it away 


His Own Housekeeping 


colored paper. The bulletin cites lost-time and minor 
accidents and their causes. Says PC&A’s safety engi- 
neer. ‘We do this because a minor accident is a lost 
time accident looking for a place to happen.” 

Workers read these reports the moment they are 
posted. For one thing, the report indicates whether 
men can expect a dinner on the house. PC&A gives din 
ners to workers in plants that score no lost-time acci- 
dents during the last month. 


Aside from the dinners PC&A employs no safety 
gimmicks. But it does insist on rigid observance of 
safety regulations, and plans its operations to make 
rule-observance easy. 

A worker who handles a massive wrench, for ex- 
ample, is sure of his footing and has ample space to get 
behind the wrench handle and push, in the approved 
manner. When he washes a conveyor belt, a man works 
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in an open area that enabl 


to avoid touching 


equipment in motion 


\t PC&A plants, preve intenance 1s a top 
ictor in accident preventi 

[he maintenance crew periodically checks, with the 
well as lubrication of 
grease for dilution 


iid of charts, all safety gu ird 
moving equipment. It tests oil 
that might result in friction 

Eve ry Friday night all crane booms are lowered for 
week-end inspection of moving parts. The maintenance 
crews keep stairs bright with aluminum paint. 

Probably the strongest safety influence at Centerville 
has been that after a few years without lost-time ac- 
cidents safety got to be a habit. 

Noting that the plant is reaching for a million man- 
hours without lost time, PC&A’s safety engineer said: 
“l’d hate to be the worker responsible for the first 
disabling injury at Centerville!” ¢ ¢ 





This fire extinguisher, Ansul’s HF 
300-B, has just been granted 
the highest fire-killing rating 
ever awarded by Underwriters’ 
Laboratories —160 B:C. It's an 
achievement symbolic of Ansul’s 
continuing leadership in fire re- 


search...a milestone in the never- 
ending search for new ideas, new 
products for better fire protection. 


Your local Ansul Man is a trained fire protection 
expert, available to survey your plant and counsel 
on your fire protection requirements. We invite 
you to call on him (he’s listed in the Yellow 
Pages) or write directly to ANSUL CHEMICAL 
COMPANY, Marinette, Wisconsin. We'll be 
pleased to send our new fire equipment catalog, 
describing the complete Ansul line of hand port- 
able, wheeled, stationary and mobile fire ex- 
tinguishing equipment and automatic systems. 
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If you’re not in charge of compensation claims yourself, tear out these pages and 

route them to the one who is, or to your plant manager. Check those cases that 

are a great deal like problems that could involve your own business. It’s a good 
way to show how a strong safety program pays. 


Employer’s boundaries extended 

ORDINARILY, a claim for workmen’s compensation will 
be allowed only when an employee is injured on the 
employer’s premises. But a recent New York case ex 
tended that rule. 

Rose Rosenwasser worked for a department store. 
The store was in a large shopping center in Lake Suc 
cess. On December 5, 1957, a bus left her at a stop 
close to the parking lot. She had to walk across the lot 
before reaching her job. She fell on the lot before enter 
ing the section of the shopping center occupied by her 
employer, and was hurt. 

The employer, of course, claimed she had no right to 
benefits. She was not on the store’s premises when the 
accident happened. Her injury did not arise out of or in 
the course of her employment. 

The New York Supreme Court held that even though 
the parking lot was not under the store’s control, it did 
not absolve the store from responsibility when em 
ployees who went to work by bus, as Miss Rosenwasser 
did, were required to cross the lot to reach the store 
The court held the lot was part of the store’s precincts 
for workmen’s compensation purposes. If an employee 
was injured there while going to or from the store, h 
was entitled to compensation. 


1 


Claim allowed 


Rossenwasser v. Lanes Lake Success: New Yorl 
Supreme Court, Appellate Division, 195 N.Y.S. 2d 


74 (December 31, 1959) 


Medical testimony disregarded 

MEDICALLY speaking, the cause of Comer Moody’s 
disability could not be found. Moody’s employer there- 
fore argued the disability could not be connected with 
any accidental injury incurred on the job. 

Moody was employed by the Jewish Progressive 
Club at Atlanta. He was putting a new bottom in a 
walk-in box cooler, and in the process of welding some 
small places he had missed, he got too close to the 
material and his welding torch went out. He knocked 
his protective goggles up, reached for a lighter. The 
escaping gas exploded when he relit the torch. The 
blast hit him in the face. For several hours he could 
see only blue spots. 

Moody developed double vision in the right eye. The 
only way it could be relieved was by wearing a patch 


eel tt No. 39 on reader service card 


over the eye. In effect, Moody lost the total vision of 
the eye 

Medical experts agreed they could not connect the 
explosion with the double vision in Moody’s eye. 

Nonetheless, the Georgia court said that, although 
medical evidence is certainly important in determining 
whether a claim is a valid one, all the other circum- 
stances must be taken into consideration. Testimony 
showed Moody never suffered from double vision prior 
to the accident, but that 4 days after it the condition 
appeared. It got worse as time passed. This, said the 


1 


court, Was enough to support a claim for compensation. 
Claim allowed. 


Moody: Court of Ap- 


Fireman’s Fund 
Is of 202 (October 21, 1959) 


peals of Georgi 


] Sle 


When does a time limit apply ? 


AT THE TIME Junior M. Evans was hurt, Maryland 
had a statute of limitations which required that any 
claim for compensation be filed within a year after 
disability began. (Now, the | is 18 months.) There 
Was an exception to that rule: If an injury was latent 
or trivial, the time for filing claim did not begin to run 
until it should have become reasonably apparent to the 
worker that he had a compensable disability. 

Evans was injured December 29, 1952, while he was 
trying to turn a heavy shear table which usually was 
turned mechanically. The table caught and he twisted 
his back, and, he said, he “fe 


It the stinging in the lower 


part of my back.” He reported to the company nurse, 
who gave him pills and salve for his back, as well as a 
report form for his supervisor to fill out. He received 
daily heat treatments from the nurse for several days, 
and he took hot baths at home. 

Evans did not file his claim until October 11, 1955, 
almost 3 years later. In August of that year, he 
found that when he got out of bed he could not stand 
on his right leg because of pain in his lower back. A 
company doctor advised him to stay home from work 
for 3 days. He had not previously lost time because of 
the 1952 injury. 

In late September an orthopedic specialist took 
X-rays of Evans’ lower back and told him he had a 
ruptured disc. He could not work for 6 weeks. 


continued on page 








There is a Dockson Face Shield for every requirement. Light 
weight, comfortable, dependable protection at prices far 


lower than their fine quality would seem to permit. 


Each Dockson Face Shield is designed for maximum pro- 


tection of the wearer on his specific job. Only the best 





conrORATION 





materials are used to assure longest possible service life. 


Headgears are light, sturdy and comfortable — easily 
adjustable for size or one hand tip-up. Windows are spark 
and heat resistant cellulose acetate, bound in most cases 


with rustproof metal channel for greater strength. 


Write for complete catalog No. S-58 and the name 
of your local distributor. 





-3839 WABASH AvfNnuUE 
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Right Off the Docket 
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Evans’ claim for compensation went to court. The 
court said a ruptured disc was neither latent nor trivial 
and certainly should have been apparent to Evans well 
before he filed the claim. Perhaps Evans did not realize 
the extent of his injury when it occurred, but there was 
ample evidence to prove he must have had some inkling 
that his condition was not trivial. Since he did not file 
his claim within a year after disability began, the 
statute of limitations barred benefits. 

Claim denied. 


Evans v. Rheem Manufacturing Co.: Court of Appeals 
of Maryland, 157 A. 2d 270 (January 20, 1960) 


Inveterate claimant 


Joun Henty Carp filed his fifth compensation claim 
in 5 years. This time the dependant was Southern 
Builders, Inc. Card said that while in their employ, h« 
injured his left leg, causing traumatic ulcers and aggra 
vating a preexisting condition of his left leg. 

Card said the accident happened on May 15, 1958 
He did not, however, notify his employer until 4 
days later, after he had been laid off. 

In the course of the hearing, Card’s testimony was 
vague, evasive, contradictory. He said he was putting 
up sheet rock when one of the pieces fell 5 feet 
striking the inside of his left ankle and then his leg 
Prior to the trial, in his discovery deposition, Card said 
the sheet rock that caused the injury did not break 
Later, when it was established as extremely unlikely 
that the sheet rock, in one piece, could have struck the 
inside of his ankle, Card changed his story. The piece of 
sheet rock broke when it fell, Card said 

The court kept in mind that Card was a veteran 
workmen’s compensation claimant. This was his fifth 
experience. In three other cases, he had filed because of 
ulceration of the same foot and ankle. Despite his 
knowledge of the ground rules, Card’s testimony was 
inconsistent ; in some areas, implausible. The Louisiana 
court ruled that Card, as claimant, had the burden of 
proof. The court said Card had completely failed to 
establish the occurrence of an accident or that he sus 
tained any accidental injury while in the employ of 
Southern Builders, Inc. 

Claim disallowed. 


Card vy. Southern Builders, Inc.: Court of Appeals 
Louisiana, 117 So. 2d 675 (January 26, 1960) 


Hotel room fall compensable? 


Is a traveling salesman injured in a hotel room fall 
after working hours eligible for workmen’s compensa- 
tion benefits ? The Florida supreme court had to grapple 

with that question. 
Doman had finished his sales calls for the day and 
returned to his hotel room. He relaxed for awhile, then 
continued on next page 
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BEST PROTECTION 


Your 
Floors 





LEGSURE 


only resin-type Polish to earn 
the famous York Seal 


QuautTy 
CONTROLLED 
RESEARCH 

CORPORATION 


IF you think all floor polishes are alike, 
wait till you try LEGSURE. 

It’s slip-resistant, scuff-resistant, dirt and 
water repellent. Self-polishing, it gleams 
like a new penny with or without buffing. 
Spreads evenly, dries quickly with never any 
tackiness. 


WAIT TILL YOU SEE THIS REPORT CARD 


Subjected to punishing Laboratory tests 
by York Research, LEGsuRE piled up a stack 
of “Excellents” that would make a proud 
parent pop a button. 

We'll gladly send a copy of the York re- 
port so you can prove to yourself there is 
a difference in polishes. That LEGSURE 
makes your floors look better, last longer. 
That it applies easily, functions perfectly 
with only routine maintenance and Saves 
you Money in labor and materials. 

Clip the coupon or write today. 


Walter G. LEGGE Company, Inc. 
Dept. 0-6, 101 Park Ave., New York 17, N. Y. 
Branch offices in principal cities. 
In Toronto—J. W. Turner Co. 


Send me a copy of the York Report and full information on Legsure 
Nome 

Title 

Firm 

Address 


Zone State 


Pecooeeeesoessooeere== 
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for HIGH 
SAFETY 


STOP 
STEPS 


For 

factories, 
warehouses, 
offices, 
stockrooms, 
schools, 
hospitals 

and libraries. 


Famous Cramer construc- 
tion. Rigid welded frame of 
highest grade aluminum. 
Safety-grip treads. Baked 
enamel finish in wide choice 
of colors. Unique STOP 
STEP rolls anywhere easily, 
stops and freezes to floor 
when you step on tread. 
Available in sizes from 1 to 
6 steps with rails available 
on some models. 


Model SS-20 
Top Step Ht.: 





Model SS-40-LH 
Top Step Ht.: 36” 


Anchor Cup has plastic 
moulding to grip floor 


Safety-grip treads 
assure safe climbing 


Spring mounted 
ball-bearing casters for 
easy mobility. 


For complete information write 


POSTURE CHAIR CO., INC. 


625 Adams Street * Kansas City 5, Kansas 
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went to a movie, and afterwards returned to his room. 
A little later, the accident happened. 

The supreme court ruled 4 to 1 that Doman had 
deviated from his employment prior to his injury, and 
thus was not entitled to workmen’s compensation 
benefits. 

Claim disallowed. 


N & L Auto Parts v. Doman: Supreme Court 
Florida, 117 So. 2d 410 (January 13, 1960) 


You can’t discipline away benefits 


FRANK T. RAKESTRAW was on the losing end of a fight 
with a fellow employee, Henry Willis. 

When Rakestraw brought his claim for compensation 
for the injuries which he incurred, it was proved: (1) 
The fight started with an argument concerning two 
other employees. (2) The argument had nothing to do 
with the employer’s business. (3) Rakestraw didn’t 
start the fight. (4) The fight took place on the em 
plover’s premises while Rakestraw was on duty. 


Here’s how it happened: 

Rakestraw, a mechanical engineer for the W. T. 
Edwards Hospital, was the superior of another em- 
plovee named Stover. He argued with Stover as to 
whether Willis was honor bound to pay a third person, 
Echols, for the loss of Echols’ automobile, which was 
accidentally destroved by fire while Willis had it at his 
home where he was repairing it during his off hours. 

Rakestraw opined that Willis was under no obliga- 
tion to indemnify Echols for the loss. Stover felt he 
was. Unfortunately, Willis learned of Stover’s ideas. 
Later that day, he saw Stover, and said he very defi- 
nitely agreed with Rakestraw’s view. 

While Willis talked to Stover, Rakestraw strolled by. 
Stover called him over, apparently with the hope that 
he would provide some balm for Willis’ wounded feel- 
ings. Rakestraw, however, didn’t heed the call and 
went on his way. 

The next morning Stover came on Rakestraw in the 
hospital boiler room. He was so angry over the events 
of the day before that he hit Rakestraw. 


The hospital, displeased with both, suspended Rake- 
straw and Stover. Rakestraw sought reinstatement. 
When his application was denied, he filed claim for 
compensation. 


The court held that the key to whether Rakestraw 
suffered a compensable injury lay in the fact that he 
was not the aggressor. Since he was not, he was en- 
titled to compensation for the period during which he 
was suspended from his job. The court’ said that no 
action by the employer, disciplinary or otherwise, can 
deprive an employee of workmen’s compensation bene- 
fits to which he is entitled. 

Claim allowed. 


W. i> Edwards Hospital v. Rakestraw: District 


Court of Appeal of Florida, 114 So. 2d 802 (October 
6, 1959). 
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Scott announces the Pak-Alarm, another “FIRST” in the safety equipment indus- 
try. This audible alarm, combined with Scott Air-Pak's present visual pressure 
gauge, produces an AUDIO-VIDEO Alarm System that insures unprecedented 
safety in Scott protective breathing equipment! 

The Pak-Alarm is “cocked” when the cylinder valve is opened. Its loud, clear, 
minutes-long warning signal will “knock your ears off’ and provides ample 
time for safe exit from hazardous atmospheres. 

Pak-Alarm is connected directly to, and is actuated by, the air supply itself. 
It is extremely accurate and consumes virtually no air during its ringing period. 

This “Dual Warning System” is good news for all Scott Air-Pak users. The 
optional Pak-Alarm can be easily attached to your present Air-Paks. 

Ask your Scott distributor for a demonstration. 


SCOTT AVIATION CORPORATION 
229 ERIE STREET © LANCASTER, N. Y. 


Export: Southern Oxygen Co., 250 West 57th Street, New York 19, N. Y. 
Canada: Safety Supply Co., Toronto — Branches in Principal Cities 
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Every working part is SAFE 


= DRY CHEMICAL 
FIRE EXTINGUISHERS 





( SAFE... 


LOCKING LEVER... : 
provides positive seal of 5.4 SAFE... VALVE ASSEMBLY 
remaining pressure ; made to U. S. Coast Guard speci- 
against shock and vibra- fications. Forged of solid brass, 
tion... permits inter- ‘ chrome plated to Mil. Spec. QON 
mittent use for emer- 2901 Class |, Type |. 

[_sency. . 


or 














SAFE... 


PRESSURE GAUGE—all brass 
. . . heavy-duty glass crystal 


SAFE... HOSE... ; 4) °°: absolutely waterproof... 
: ; protected by gauge guard. 





low temperature type 
65 degrees below zero 
-..800 Ib. min. burst test. 


Zev 








SAFE... 

PRESSURE RELIEF — 

if unit is exposed to exces- 
sive heat (275° F or more) 
Fusible Plug will safely 


release pressure. 
A 





SAFE... 

ICC CYLINDER—Rugged, 
crushproof, dependable. . . 
seamless steel one piece 
construction . . . high pres- 
sure tested for maximum 
safety. Min. burst 2100 psi. 


SAFETY FIRST PRODUCTS CORPORATION, ELMSFORD, NEW YORK 
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Salt 
Tablets 
and 
Dispensers 


oF 


2 


SUMMER SAFETY 





Forehead 
Sweatbands 


Showman Points to Safer Belts 
CLARENCE Rose, of the Rose Manu reason was obvious after the tongue AIDS SOLVE HOT 


facturing Co., demonstrated a of the buckle ripped out a length of a 
unique new method to test safety this kind of webbing. The tongue Tok 
belts at the Greater New York slid along the strong linear yarns 
Safety Show in New York City the and tore out the few small cross 
week of March 28. threads one at a time. Static load Portable 

Tests were made on complete belts tests show the holding power of a a 
ountain 


> 
2 


and on various components and single tongue buckle in a strip like 
types of design and construction. this is only about 140 pounds, or 5 
The program showed examples of percent of the rated strength of the 
both good and bad design. strap itself, 
\fter the web strap had been WEATHER PROBLEMS 

\ harness leather strap, 2 inches ripped out for half its length by the 
wide and 3/16 inch thick, used with tongue buckle, Rose inserted the 
a tongue buckle, would not take an loose yarns of the strap in another 
impact test. It wouldn’t even lift the tvpe of buckle which grasped all o/s "Sight Saver” 
350-pound iron weight. the linear yarns simultaneously. It | Cleaning 

Similarly, a 2,800-pound cotton then supported the 350-pound Stations 
parachute web strap with grommets weight plus Rose’s own 175 pounds, 
inserted without breaking any while Rose jumped up and down on 
threads failed to lift the weight. The top of the weight. © © 





ON THE JOB 


WRITE FOR ADDITIONAL INFORMATION 





A LITTLE WATER 1d sind ag 


Goes a Long Way IPCO safety products 


. includes the correct pro- 
In Extinguishing Fires tective equipment and 


safety accessories your 


When Stevens’ Penetro-Wet workers require. Write 


for complete catalog. 
& Fire Quencher ened 0 ee ae 
a fog US Per OF 
S. G. STEVENS CO. IS ADDED (DED 


SAFETY PRODUCTS 
3859 Lockwood Ave. Rust ree — INDUSTRIAL PRODUCTS COMPANY 
oledo ’ ° if TO 














2826 N. Fourth Street « Phila. 33, Pa. 
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For longest wear under roughest use 
MAKE SURE SAFETY CLOTHING IS MADE OF 


If asbestos safety garments are a part 
of your responsibility, you can effect 
remarkable cost savings by specifying 
R/M Silvabestos cloth to the garment 
manufacturer. 

Destructive wear-testing (see details 
at right) has shown that Silvabestos 
has up to 2% times the abrasion-re- 
sistance of uncoated asbestos cloth of 
the same grade. And Silvabestos re- 
tains 27 to 56% more tensile strength 
after a 1l-hour exposure at 450°F. 

You can benefit from this greater 
wearability of Silvabestos in either of 


two ways: (1) Grade for grade, you 
replace garments made from Silvabes- 
tos up to 2% times less frequently; 
or (2) you can order clothing of a 
lighter weight of Silvabestos to do the 
same job done by heavier uncoated 
cloths—worker fatigue is thus reduced, 
morale increased. 

Send for muffle-furnace and other 
test data on R/M Silvabestos cloth. 
NOTE: Since Silvabestos is not intended as a 
substitute for mirror-bright aluminum-finish 
asbestos cloth, it should not be used in con- 
tact with open flame. 


R/M makes only the cloth, not the garments 











Y 
A Tag 
AAA 


WEAR TEST CYCLES 


Wyzenbeck Wear Test findings show superior 
weor of Silvabestos (black bars) compared with 
uncoated asbestos cloths of the same grades 
(shaded bars). 


ASBESTOS TEXTILE DIVISION 
RAYBESTOS-MANHATTAN, INC. 


Manheim, Pa. 


SPECIALISTS IN ASBESTOS, RUBBER, ENGINEERED PLASTICS, SINTERED METAL 
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For safety garments 
made of genuine 


RIM Silwabsstos 
CLOTH 
get in touch with one 
of the manufacturers 
listed below 


Asbestos Products Company 
3865 West 150th St. 
Cleveland 11, Ohio 


Beatty Safety Equipment Co. 
5416 North 56th St. 
Milwaukee 16, Wis. 


Holcomb Safety Garment Co. 
128 North Jefferson St. 
Chicago 6, Ill. 


V. E. Kennedy-Ingalls Co. 
3735 North 35th St. 
Milwaukee 16, Wis. 


Mid-West Glove Co., Inc. 
1744 North Damen Ave. 
Chicago 47, Ill. 


Pulmosan Safety Equip. Corp. 
644 Pacific St. 
Brooklyn 17, N.Y. 


Pulmosan Safety Equip. Corp. 
1007 Washington Ave. 
St. Louis 1, Mo. 


Quaker Safety Products & Mfg. Co. 
Main & Juniper Sts. 
Quakertown, Pa. 


Racine Glove Company, Inc. 
Rio, Wis. 


Safety Clothing & Equip. Co. 
1990 East 69th St. 
Cleveland 3, Ohio 


Star Glove & Leather Co. 
2825 East Whittier Bivd. 
Los Angeles 23, Calif. 


Twentieth Century Glove Corp. of Texas 
Atlanta, Tex. 


ASBESTOS TEXTILE DIVISION 
RAYBESTOS-MANHATTAN, INC. 
MANHEIM, PA. 


SPECIALISTS IN ASBESTOS, RUBBER, 
ENGINEERED PLASTICS, SINTERED METAL 
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Pictures and information here come from manufacturers, 
and represent their own assessment of their products and 
services. To obtain more details about any item, circle the 
correct number on the reader service card and mail the 


card to us. No postage needed. 


makes the ambulance 
adding the 
to.an International Travel- 
nd chassis. States offers you 
n models — all with 
teriors featuring Formica 


Lens cleaner states, Inc., 


175 Eyes Right 
le ay ] 


es a crystal 


necessary 


then 


lasses 


n on lenses 


SE VE 


to prevent 


penetrates 
ery crevice, y trapped dirt to 
‘ surfac to d away. The r¢ plastic. 
r vapors from 


Eye and face wash 


1, 


Drinking 


. 
International 


wash fountains in 
Faucet 


face 
Company’s 


1) series blanket facial areas 
nsing water from all angles. 


Th lare st steel bowl 
DEPOSIT USED 
TISSUE HERE a 
= > PUSH 


| it OP RATE 


iinless con- 


CLEANER & ANTI-FOG 


“yes Right 
contains 
does not 
the com 

includes a 

tissues. 


ping 


lon and in 4 


Versatile ambulance 


176 Since it’s a 


cleve rly cony 


360-de ring with 
jets that 
functional 
corrosion- 


gree spray 
ad-coverage spray 


ind All 


hese units are 


tandard truck body 


this ambulance bathe tace eyes. 


nd chrome-plated. 


Work glove 


178 9 Edmont, Inc. 
“Monkey Grip” work glove tougher 
and longer wearing by “improving its 
ce mpound. A 2-piece liner 
from the work 
area. These vinyl plastic gloves have 
excellent dry grip and are job-fitted 
for handling rough, abrasive materi- 

continued 


has made its 


coating 
eliminates all seams 
costs less and can be serviced by the 
entire network of International Truck 
and factory branches. R. hh 


dealers m next page 
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ae j - 
| %,  Imitated h 
but not 


Adjustable 
temple joints 






PATENT 
PENDING 


Front end of temple is de- 
signed so it can be adjusted 
for perfect temple fitting on 
all faces. For.a narrow face, 
bend it in; for a wide face, 
bend it out; permits temple 
adjustment to provide ex- 
act amount of side tension 
to prevent slipppage. 


NEW LENS SHAPE provides closer orbi- 
tal fit, wider vision, increased safety. 
SPECIAL SKULL TEMPLES of nickel silver, 
with molded plastic paddles. Easily ad- 
justed for perfect fit, no slippage. 
COLORED FRAMES — Available in flesh, 
bronze, cordovan and green. 


FENDALL PRODUCTS | 





Multi-fit 
bridge 





PATENTED AND 
PATENT PENDING 


Fendall’s patented Multi- 
Fit: Bridge automatically fits 
9 out of 10. Self-adapting 
to wearer’s face, no adjust- 
ing, You can fit practically 
every worker with this one 
bridge size. Reduces inven- 
tory. Unequalled fitting 
ease and wearing comfort. 


resistant. 


{e 











Lok-tite 
hinge pins 


PATENT 
PENDING 


This exclusive Eendall fea- 
ture eliminates the trouble 
and, annoyance caused by 
loose and lost temple 
screws. Fendall’s Lok-Tite 
Hinge Pins snap in easily, 
lock in position, cannot fall 
out, yet they are simple to 
remove, if necessary. 


SPECIAL INSULATION on cable-type 
temples. Will not loosen, Perspiration- 


SMART MODERN STYLING — Sturdy and 
comfortable, without the bulky look 
and feel of “goggles.” 


> 


Choice of acetate or metal frames, skull 
temples, cable temples, sideshields, etc. 


Send for complete details now ! 


FENOD ALL HAZAROS 


FENDALL COMPANY 


2224 DIVERSEY BLVD., CHICAGO 47, ILLINOIS 
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als. They are available in a variety of 
styles, including fully-coated gaunt- 





lets, palm- or fully-coated knitwrists, 
and several types with triple-thick 
palms. 


Versatile scaffold 
179 You can use this scaffold six 


Ways: as a straight extension ladder, 
as a telescopic scaffold, as an adjust- 
able scaffold, as a hanging scaffold, 
as an electrically operated scaffold, as 





a dolly and hand truck. Take just a 
few minutes to change it from one 
job to another. It’s light enough for 
one to handle, will fit any automobile. 
Atlas Industrial Corp. makes it of 
aluminum and steel. 


Rescue alarm for industry 


199 Phe Holbrook 


Rescue Alarm, 
designed by a fire 
chief, is a signal- 
ing horn firemen 
can conveniently 


wear on their 

. belts or smoke 
Ld 

oa mask straps to 


signal for help 
when injured, 
l pinned 





ee 


down by debris. Also excellent for 


iost, or 


workers tanks, 
mines, and radioactive areas. The 
self-contained alarm consists of a 
small cylinder of Freon 22 gas (non- 
toxic and nonflammable), a manually 
operated trigger, and a loud high 


entering sewers, 
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pitched horn. You can easily hear the 
alarm’s piercing tone over the noise of 
fire and heavy equipment, and at great 
distances out in the open. Available 
from the Falcon Alarm Co. at $24.50. 
A disposable refill cylinder, good for 
three refills, is $5.60. 


Clamps for almost anything 


181 Arthur S. LaPine & Co. labora- 
tory clamps hold almost anything. 
They come in several models, grip 
any kind of object up to 3! 


» inches in 









PINE WIDE-RANGE 
EXTENSION CLAMP 





LePINE WIDE-RANGE UTILITY CLAMP 





LAME BURETTE CLAN? 


diameter. Jaws have three prongs to 
hold solidly even irregular shaped or 
tapered objects. No springs—you use 
a screw to adjust the jaw s to the grip 
strength you need. 


Glo-Garments you can see 


182 Standard 
Safety Equip- 
ment Co. is intro- 
HI-GLO, 


the garment “you 


ducing 


mile 
away.” The com- 
pany 


can spot a 


explains 
that ease in spot- 
ting outdoor 
workers has_ be- 
come a_ positive 
safety factor. So 
designed 
a highly reflective 
yellow color used 
for the first time 
in these coats and 
And, if you like, you can 


they've 





ove ralls. 


have your organization or department 
name stencilled on the clothes in 
sharply contrasting red. Not merely a 
high-visibility garment, HI-GLO also 
withstands a wide variety of mild 
acids and chemicals, is good for out- 
door work where chemical hazards 
add to normal weather exposure. The 
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garments are lightweight, self-extin- 


guishing, and abrasion resistant. 


Ear plugs 
183 Made of special waxes and cot- 


ton, these ear plugs are soft, pliable, 
molded to fit the 


can be individual 


wearer's ear. 


by Frontier 


rhey have been designea 
Industrial Products Co. 
for workers in high-noise occupations. 
Plugs are comfortable to wear, san- 
itary, and are inexpensive enough to 
be thrown away after each use. You 
can get them in individual pairs or 
in 200-bulk packages. 


Conveyor 


184 The Cesco Jr. Model DU was 
designed specifically for low-cast batch 
loading of mixers, blenders, kettles, 
tanks, bins, and similar equipment. It 
lifts and dumps a variety of standard- 


continued on next page 












































Put BAR-WAY 
in your “specs” 


THE REUSABLE HIGH 
PRESSURE COUPLING THAT 
GIVES A QUICK, SURE 
CONNECTION FOR ALL TYPES 
OF JACKETED HOSE. 


The simplified streamlined design 
of this precision coupling, which is 
basically the same as that of your 
booster hose, guarantees full flow, full 
pressure and ease of handling under 
all conditions. Fast emergency hose 
repairs can also be made in the field if 
you specify Bar-Way for original 
application. 

Demand Bar-Way reusable couplings 
on your jacketed hose and watch your 
efficiency go up and the cost go down. 


1%" and 2 ¥2“’ Conventional Wing 
Lug in production. All other standard 
sizes and lug styles available. Special 
engineering applications on request. 


TESTED for 1400 Ibs. pressure 
and 2400 Ibs. pull under full pressure. 


BAR-WAY MFG. CO., STAMFORD, CONN. 
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in NEW 


all-weather 
sanitary, tamper-proof 


-“throw-away”’ dispensers 


of high impact styrene plastic 


IN 
2 sizes ic 
500 
Tablets 


1000 
Tablets ; 


LLNOT CAUSE SAITSKKNESS_[ 


FOR HEAT RELIEF }} 


or two tablets with 
° c Use four to six 
times daily as needed. Swellow WHOLE 


paprng DISPENSER NON 124 
arpact 1000 10-GRam TasLETS ff 


Easily 
Put Up 


Je 00: 
SV) ae \)) ol) Vn 


JV  —_ 


ep-Up. 


Fhe Original and Highest Quality 


© combat 
heat fatigue 


® hoid down 
hot weather 
accident rates 


~ help sautenes 
feel good and 
retain their vigor 


impregnated to Prevent “Salt Sickness”. 
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sized drums and can also be adapted 
to lift and discharge bags. 
veyor mighty 
handling bulk materials. 


This con- 
handy for 
Its capaci- 


comes in 





ties range to 400 pounds; its heights 
to 17 feet, on standard models. The 
Cesco Jr. Model DU is a product of 
Conveyors & Dumpers, Inc. 


Sanitizer 


185 “Two-Way” is a sanitizer and 
deodorant, developed by E. D. Bul- 
lard Co. It chemically destroys odor- 
producing bacteria and reduces haz- 
ards of airborne infectious viruses. 
It may be used on interiors and 
exteriors of buildings or on pieces 


of equipment. 
wash the 
spray its surface 
if you prefer 


3efore applying it, 
object to be sanitizéd, then 
with Two-Way, or 
spray Two-Way in 
the air about the object. The product 
is available in 12-ounce aerosol con- 
tainers, packaged 12 to a carton. 
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CM — mark of 
quality chain. 


it’s 


BRANDED 


for lifetime identification 


ts SAFER 


hecause you can be sure 
of its grade (strength) 


BBB — grade of coil chain made from low carbon steel. 


HOW IT'S DONE —The mark is embossed 
onto, not stamped into, the link. 


Available on Inswelli, Proof Coil, BBB, 
High Test and the %” and smaller 
sizes of Herc-Alloy chain. 


SPECIFY CM INSWELL FOR THIS NEW FEATURE 


CHAIN 


COLUMBUS McKINNON CHAIN CORPORATION 
TONAWANDA, NEW YORK 


NEW YORK @ CHICAGO @ CLEVELAND 
SAN FRANCISCO @ LOS ANGELES 
Warehouses: San Francisco, Los Angeles, Portland, 
Salt Lake City and Dixon, Ill 
In Canada: McKinnon Columbus Chain Limited, 

St. Catharines, Ontario 
werc-acoy® 


om® msweer® PAT. APP. FOR BRANDED CHAIN 
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® 
SA 
SAFETY EQUIPMENT HEADQUARTERS 








Increase firefighters’ safety and comfort: 


Convert breathing equipment to new M-S-A 


M-S-A® “All-Service”® Gas Masks 
with new CLEARVUE® Facepiece pro- 
tect against combinations of carbon 
monoxide and all other poisonous 
industrial gases, vapors, smokes 


Breathing equipment converts easily and in- 

expensively to the single lens CLEARVUE. 

It’s the only facepiece that offers all these 

features: 

® Lens is easily replaceable in the field with- 
out special tools. 

® Lens fastening devicecreatesuniform tension. 

® Prevents loosening, pop-out, and leakage. 

® Prescription glasses may be easily mounted 
and adjusted inside the facepiece. 

® Chin stop eliminates improper positioning 
and wearer discomfort. 

® Exhalation valve is well guarded from pos- 
sible damage, yet readily replaceable. 


CLEARVUE 


MSA backs up its label with: 
pithaenaneal cetera Mm 


Facepiece 


® Molded lip inside the facepiece provides a 
comfortable leak-tight fit on wide variety 
of faces. 

® Improved speaking diaphragm permits crisp, 
clear communication. 

® Facepiece design prevents lens from fogging. 


Want a demonstration? Call your MSA 
Representative. Or, write us for new bul- 
letin. Mine Safety Appliances Company, 
Pittsburgh 8, Pennsylvania. In Canada: 
Mine Safety Appliances Company of 
Canada Ltd., Toronto 4, Ontario. 


*Trademark 

















The White Rubber Company, after years of research 
and manufacturing experience, pioneered many 
outstanding features of lineman's gloves widely 
used throughout the country, such as: 
CURVED HAND SHAPE, wrist to finger ti; 
- concave paim. large tt 
round roomy fingers, natura! fit. 
TWO COLOR GLOVES ... assist in reveal- 
ing hard-to-find cuts and snags. 
CONTOUR CUFF... . provides 18 inch pro 
tection and comfortable fit for short arms. 
SUNLIGHT AND OZONE RESISTANCE... 
longer glove life, less age cracking 
GREATER GLOVE FLEXIBILITY . . . reduces 
hand fatigue. 
PERMANENT ETCHED NUMBERING 


for your recora system, when cesired. 


thumb crotch 


LARGE ROLL . . . when desired, to reduce 
creepage current. 
GLOVE INSPECTION MACHINE .. . faster 


end more accurate visual inspection. 
TESTING, MAINTENANCE AND CARE... 
latest data availabie without obligation. 
A factory representative will be glad to analyze 
your glove handling requirements. 
Phone or write today! 


WHITE 


RUBBER COMPANY 
RAVENNA, OHIO 
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Lamp guard 


This portable guard for wire 
] : 


lamps doesn’t have to be removed 
when you change the bulb. The end 
of the guard swings open. You don’t 
even need a tool to release it because 


an upset thumb screw, which cannot 





fall out, holds the guard when closed. 
Unlike most open end guards, the 
hook is located in the center of the 


The manufacturer, Eric- 
Manufacturing 


guard end. 
son Co., emphasizes 


the guard’s rugged construction. 


Extinguisher bracket 


clamping, band-typ« 


fire extinguisher bracket, a product of 
Walter Kidde & Co., Inc., has been 
designed for use with the firm’s 2%- 


gallon wet, chemical portables. Can 
be installed on wall, floor, or running 
board. These brackets are particularly 





useful in plant areas where there is 
heavy vibration or in automobiles. 
They grip the extinguisher securely, 
yet allow it to be freed with the mer- 
est flip of the wrist when needed. 


Metatarsal guard 


188 Albert W. Pendergast Safety 
Equipment Company’s new Alpenco 
Metagard supplements the protection 
atforded by steel toe safety shoes. It 
fits over high and low shoes; just 
attach it through the laces. It will 
not interfere with the flexing of-the 











—more safety 


BALLYMORE 
Safety-Step 


LADDERS 


Just as today’s cars feature a low 
“*c.g.’’ for on-the-road safety, so 
Ballymore ladders feature a low “‘c.g.”’ 
for all-level safety. The safe, wide- 
base pyramid design with a low center 
of gravity gives a new stability even 
at heights up to 15 feet. 

Sturdily welded, corrosion-resistant 
steel and aluminum Ballymore ladders 
are mobile and can be moved easily 
on casters to any area. Simple tip-toe 
pressure anchors the rubber tipped 
feet to the floor and securely posi- 
tions the ladder. 


WITH OR WITHOUT HANDRAILS 


as 


a oon 








For illustrated catalog covering complete 
line, write to 


BALLYMORE COMPANY, 
WEST CHESTER 14, PA. 


BALLYMORE 


EQUIPMENT FOR WORKING 
Safely apove FLOOR LEVEL 


! 







Call your 









LOCAL DISTRIBUTOR 
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wearer's ankle regardless of whether Co. manufactures th« Medi-Prep sta- 
he’s walking, bending, stooping, or tion. 


Dielectric hats 





PHANTOM VIEW 191 Davis Emergency Equipment Co. 
has introduced all-plastic hats and 
caps which are individually dielectri- 
cally tested to mect E.E.lI. spe cifica 
tions. The dielectric models use the 
Same snap-in suspension found in the 
company’s standard Hedgard hats and 
caps. This suspension system is easily 





adjusted and holds the hats securely 
by gripping low on the back of th it simple to clean and sterilize the 
head. Snap-in suspension also makes hats and replace sweatbands. 








climbing. Constructed of stainless 









steel, it is light and comfortable for — 
You NAVE TO SEE 

TO ENJOY TV! 
PROTECT YOUR SIGHT! 


all dav wear 
Gil absorbent 


189 « il Spunj, sanitary mineral clay, 


can stop skidding accidents and 


smother flash fires. Spread a thin 


ag realest oy hese Surround Yourself 


grease, and chemicals. It’s UL-tested, 
meets Federal and automotive manu- 


witH 
facturers’ specifications. Canfield Oil - . 
Co. offers free sample s. The company Accident Prevention 
emphasizes three unusual features of a 
Oil Spunj: extreme bulk per weight, & 








high soluble oil retention, and large ou YOUR TRIP 


floor coverage per pound. 

D 
Medicine station THE TRAFFIC LAWS 
190 This station, known as the Medi- a 


Prep, is particularly suited for the in 
dustrial plant. Within the attractiv 





The constant ‘‘newness" of changeable copy 
signs is what makes them effective where the 
permanent type fails. 


stainless steel unit, there are a 4-cubic 
foot refrigerator, sink, water faucet 
Wagner displays are quickly changed without 


& 
& 
ra ladder climbing. 
e 
¥ 
Ss 


Only Wagner Letters can be successfully 
changed by means of a ‘mechanical hand."’ 
















SAFETY Topay 
TOMORROW 
MAY BE 
Too LATE 


WAGNER SIGN SERVICE, INC. 


357 $. Hoyne Avenue Chicago 12, lilinois 
Please send free data file on Enduroname!* Safety Promotion. 


AFETY tar | 
TO BE YOUR 


BROTHER'S KEEPER 





NAME __ — ~—--- 
gig COMPANY- —— 
work counter, easy-to-see _tiered STREET__ i 
shelves, a double lock narcotic cab- CITY & STATE. 





inet, and other handy features which 










save you time in storing, preparing, 
and dispensing medications. The unit 
is 20” deep, 80” high. You have your 
choice of either 48-inch or 60-inch 
width. General Scientific Equipment 


39 DAYS THINK 


wnt THE — WAY | a 4a 3 


THE BEST WAY 


EERE 
1 | 
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LDEN SHOE CLUB 


Dedicated to Foot Safety 


To inquire about club membership, 
write: 
Golden Shoe Club 
1509 Washington Ave., 
St. Louis 66, Mo. 


\t the U. S. Naval Supply Depot 
Clearfield, Ogden, Utah, Fidel A. 
\rchuleta was working on a conveyor 
line supported by sawhorses. One of 
the sawhorses gave under its 
load and fell across Archuleta’s toes. 
His safety shoe saved him from in 
jury. 


way 


James Roger of Delco-Remy Divi- 
sion, Anderson, Ind., was standing on 
a pouring ladle’s platform to clean 
the top of the ladle; his left foot was 
on. the ladle 
and as it 
horizontal, 


stop pin housing. The 
pouring 
back to 
foot was caught the 
bracket and the stop pin housing. 
\bout 4500 pounds of pressure bor 


was in position, 


swung Rogers’ 


between stop 


down on his safety shoe Cap. Rogers 


was not seriously injured 


Utility worker G. C. 
Dow Chemical Co., 
was pulling a small cart through th: 
plant. He stopped and moved to on 
fork-lift truck ap 

There was enough clearance 
fork truck continued straight 
but its driver turned sharply 
right 


a 
iett 


Hargrove of 
Velasco, Te Xas, 


side as he saw a 
proach 
if the 
ahe ad, 
to the 
truck’s 
Hargrove’s 
truck did than 
three bruises on Hargrove’s toes. 
to the 


and the lift 
rolled over 
UO) pound 


Inst id, 
rear wheel 
foot. The 
nothing mor inflict 
His 
rescue. 


y shoe had come 


Carpenter's Helper Wandal Ray of 
Ashland Oil & Refining Co., Ashland, 
Ky., was removing 85 pounds of steel 
when the sash 
slipped from his hands and fell on his 
foot The leather of his safety shoe 


was cut, the steel cap he 


sash from a window 


nt; Ray > LOCS 


were not injured. 


\t the U.S 


station, 


Naval Ordnance Test 
China Lake, Calif., Ware- 

Leon H. Foglesong 
trying to close a 
had 


iarred loose 


houseman was 
shding door which 

When the door finally 
, the guard along the bot 
tom edge of it jammed against Fogle 
song’s shoe with such force he had to 
get help from fellow workers in order 


stuck 
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to wrench free. Foglesong said atter- 
wards: “I feel sure that 1 would have 
lost at least the little toe, if not more, 
except for my wearing safety shoes.” 


In the melting department of Borg- 
Warner Corporation’s Ingersoll Steel 
Division in New Castle, Ind., Vasco 
Hancock burning off burrs on 
880-pound ingots. As he removed an 
from the stack to him, a 
second ingot jarred loose from the 
pile and fell against his foot. The 
blow ripped a hole in the leather of 
his safety shoe. He was not badly 
injured. 


was 


ingot next 


At Ryan Aeronautical Co., San 
Diego, Gordon Houghton was help- 
ing adjust an instrument stand. The 
stand collapsed, fell on his left foot. 
Thanks to his safety shoes, Houghton 
was not injured. 


Robert J. Conrad was cutting a pipe, 
6 inches in and 35 inches 
long. When the machine cut through, 
the 50-pound pipe upended, then fell 
3 feet onto Conrad’s safety shoe. Con- 
rad, an employee of Columbia-South- 
ern Chemical Corp., suffered nothing 
more serious than a bruised great toe 
and instep, thanks to his safety shoes. 


diameter 





The unsupervised guard at this 
Pennsylvania shirt factory quit work 
early one Sunday morning. A little 
later, a passerby noticed smoke. Fire- 
men arrived too late to save $680,000 
worth of equipment, raw materials, 
and finished merchandise. 

Don’t let this happen to your plant. 
Supervise your guard with a DETEX 
Guardsman Watchclock System. It 





They lost their shirts 


gives you a tamper-proof, minute-by- 
minute, embossed paper-tape record 
of his vigilance, keeps him on the job 
when he’s on his own. 

Guardsman supervision saves 
money, protects you even over long 
holidays and weekends. There is no 
need for a supervisor to return to the 
plant to change a 24-hour dial. Shall 
we send you complete information? 


Plant 
Protection 
Manual 


Write today for your FREE 
copy of this new booklet. 
It’'sa guide for 
management, a valuable 
handbook for your guards. 


Find Your Neorest 
DETEX inspector 


tn The 
Yellow Poges 


— 
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NEW... 
S trai 
EAR PROTECTORS 
Model 372-9A with a strong 


accent on YOUR COMFORT 


are 
Straightaway’s 
outstanding 
attenuation 


U. S. Pat. No. 2899683 


LET comfort. A wide ex- 
truded, and gently flexible head- 
band with a spring of relatively 
low tension lets you wear 
Straightaway Ear Protectors for 
hours on end. They are now so 
light — only 11 oz. — that you'll 
forget you have them on. 


| VEW | Color. The ear domes are 
a pleasing and becoming green. 


EFT Removable Ear Seals 
and Noise Filters. The ear seals 
are easy to take off and put on. 
A strong braidéd nylon and neo- 
prene band holds them securely 
in place. The all new “Four-leaf 
clover” design of the filters traps 
more noise. 


These features are duplicated 
in no other ear protectors. 


Remember, sold direct 
only. With all these new features 
Straightaways remain low in price 
$12.00 each (1 to 99). $11.00 each 
(100 or more). Write for free trial 
offer — attenuation chart and in- 

_formation on communication 
models included. 


) 
DAVID) CLARK COMPANY 


» INCORPORATED 
Pioneer 'D tract 


esigner an 


Vi lelalehaelaaeia: »§f Space Suits 


362 PARK AVE. WORCESTER 2 MASS. 


DAVID CLARK COMPANY 
362 PARK AVE., WORCESTER 2, MASS. 
Gentlemen: Please ship one Straight- 
away Model #372-9A for trial testing. 
If OK, will include with first order. 


NAME. 





COMPANY... 





ADDRESS 


CITY 4 
mee ee ee ee ee ee ee oe 
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TURTLE/CLUB 


Utility worker Joseph J. Danbury, 
of Public Service Electric and Gas 
Co., Newark, N. J., was working un- 
der a street light along with other 
crew members, A ladder dislodged 
the street light globe and it fell 26 
feet striking Danbury’s hard hat. He 
was not seriously injured. 


Fred. Roll, employee of Orange 
County Telephone Co., Middletown, 
N. Y., was sending tools up to a line- 
man twenty feet above him, when a 
hammer slipped from the lineman’s 
belt socket and fell. The hammer 
struck Roll’s hard hat. 
seriously injured. : 


Roll was not 


George Stotts, of Union Electric 
Co., St. Louis, Mo., was working near 
the base of a utility pole, which was 
not securely tamped, but held upright 
by a number of pikes. The crew, in 
working to set the pole permanently, 
accidentally dislodged one of the sup- 
porting pikes, and it fell 15 feet, 
striking Stotts’ hard hat. He was 
not seriously injured. 


£Vve 
WASHING 


P : 
Gave EveS: a 


Leading industrial doctors advise immedi- 
ote washing with plenty of running water as 
the best first aid treatment for any chemical 
in the eyes. Records prove that washing with 
water for ten minutes or more. closé to the 











when seconds count... 


AMBU* 


Emergency Kit restores 

the breath of life 

For respiratory emergencies, the 
AMBU hand operated resuscitator 
and foot operated suction pump— 
ealways ready for instant use 

e efficient, simple to operate 

eno time-wasting set-up 

e compact, portable 

eno electricity or oxygen required 


Write for additional information. ..or telephone 
collect to OSborne 5-5200 (Hatboro, Pa.) 





/ atr-suteLns, Ive. J® 





Hatboro, Pa. 
*Trademark 
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accident, is necessary to reduce or eliminate 
eye damage. 

Forehead operation leaves hands free to 
open eyelids so water can be directed wher. 
ever chemicals might be lodged. Sanitary white 
baked enamel bow! is resistant to most fumes 

Over 500 industria! plant installations have 
been made to date. 

Write For Details. 


Clo, y 

ES Yj 

On £188 y Uf 
VAN 


The B & A Shower is the 
quickest and most satisfac 
tory way to saturate a work- 
er with gallons of water the 
instant an accident occurs, to prevent a dis 
figuring burn—even a fatality 

Special shower head, no holes to clog—can 
be used where unfiltered water prevails 

Write For Details. 


G. P.M. 


GLASS ¢ — 
tiv 
cueuivers = 


OISFIGURING / 
FACIAL CUTS t 


AND BURNS / 


S$ ANO 
CHC NCAL ByRNS 
ON ARMS / 


6 
\ 
6 
L 


OW COST 
Bé&A 
SAF-T-BAGS 


are widely used for the safe 
handling of glass bottles con- 
taining harmful chemicals; also 
the storage and recovery of 
expensive serums, biologicals, 
and other costly products. 
Paintul cuts, disfiguring 
burns, loss of eyesight, or even 
a fatality, do result trom corro 
sive liquid splash and flying 
glass when un 
en 
$ GALLON Write For Details. 


BENSON & ASSOCIATES.INC 


Dept. OH, P. ©. Box 7542, Chicago 80 lil. 
Circle No. 59 on reader service card 
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Alert safety directors have shown management .. . 


Why nuisance hand injuries need 
not be a “hot weather” problem 


For many of America’s top-rank com- 
panies, summer used to signal a slump 
in safety. A rise in temperature pro- 
duced a rise in the rate of nuisance 
hand injuries — the kind that cost time 
and money. 

When alert safety directors investi- 
gated, the reason was evident: 
Employees dislike wearing hot gloves 
in hot weather. And the finest work 
gloves cannot protect if they’re 
not used. 

To help solve this problem, Edmont 
has developed over the years many 


types of cooler gloves that “breathe.” 
To its many palm-coated, fabric-back 
styles, Edmont has now added this 
remarkable new “air-conditioned” 
glove, the Perforated Werx. 

Normal hand movement pumps 
cooling air through the perforated back 
for maximum comfort. Yet dirt admis- 
sion remains low. The gloves are made 
of Edmont’s vinyl-impregnated “mir- 
acle fabric” and give 5 times longer 
protection than regular 8 oz. cotton 
gloves. They are also sure-gripping and 
100% machine washable. 

Circle No. 60 on reader service card 


FREE TEST OFFER TO LISTED FIRMS: 
We make many types of vinyl-impreg- 
nated, plastic, neoprene, and natural 
rubber coated gloves to fit different 
job requirements. Tell us your opera- 
tion. We will recommend correct glove 
and send samples for on-the-job testing. 
Write Edmont Inc., 1244 Walnut Street, 
Coshocton, Ohio. In Canada, write 
MSA, Toronto. 


AN 
Edmont &© 


JOB-FITTED GLOVES 








Processors automate even heavy work with air. In a complex frozen juice concentrate 
blending operation, Plymouth Citrus Products Cooperative, Plymouth, Fla., hooks up 
Schrader Air Products simply and economically to a gravity conveyor. Full 55-gal. barrels 
on feed sections roll down to stop bars and are selected in correct order and ratio for dump- 
ing. “The Schrader system performs well,” says C. Byron Smith, plant manager. “We’re 
handling 200 to 300 barrels a day on this selective conveyer, and could handle more.” 


4 — > - 


Team! | tt] 
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PROCESSOR AUTOMATES BACK-BREAKING CHORE 
WITH STANDARD SCHRADER AIR PRODUCTS... 
HELPS GET GREATER SAFETY AND EFFICIENCY 


Solve dangerous problems of handling, conveying and pull, hold, position, move work repetitively ... perform 

sorting, just like this company ... with air! Trustworthy drudge jobs connected with weight, assembly, produc- 

Schrader Air Products breeze through hazardous tion and maintenance . 

chores as a matter of course, stand up even under and money. 

punishing environments . . . work together like magic You already have air. Add greater safety to your 

on American processing lines of all kinds. process by automating with Schrader .. . finest, most 
Safely and effortlessly, Schrader Air Products push, complete lines of Air Cylinders, Valves and Accessories. 


Select from the full Schrader lines to plan your automation of machines. Your 
Schrader distributor can help you pinpoint what you need. For more data write: 


. . Save Manpower, manhours 





A. SCHRADER’S SON 
Division of Scovill Manufacturing Company, Incorporated 
470 Vanderbilt Avenue, Brooklyn 38, N. Y. 





oe divisionof SCOVILLE 








QUALITY AIR CONTROL PRODUCTS 
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13th Annual Fire Protection Equipment 
Part I 


Directory of Companies 


Advertisers in this issue are listed in bold face 





A 


Acme Protection Equipment Co. 

1207 Kalamazoo St., South Haven, Mich. 
S. G. Adams Co. 

924 Olive St., St. Louis 1, Mo. 
Robin W. Adair Co., Inc. 

Avoca, N. Y. 
Ad-O-Plastics 

P. O. Box 474, Woodbridge, N. J. 
Akron Brass Mfg. Co. 

S. Spruce St., Wooster, Ohio 
Albi Mfg. Co., Inc. 

98 E. Main St., Rockville, Conn. 
Alim Corp. 

11 Park Place, New York 7, N. Y. 
W. D. Allen Mfg. Co. 

650 S. 25th Ave., Bellwood, IIL. 
Aluminum Ladder Co. 

West Darlington St. Ext., Florence, S. C. 
American District Telegraph Co. 

155 Sixth Ave., New York 13, N. Y. 
American Emblem Co., Inc. 

P. O. Box 116, Utica 1, N. Y. 
American Fire Apparatus Co. 

Golden Ave. & Main St., Battle Creek, Mich. 
American Fire Pump Co. 

803 Main St. Rd., Battle Creek, Mich. 
American LaFrance Corp. 

a division of Sterling Precision Corp. 

Elmira, N. Y. 
American Optical Co., Safety Products Div. 

Southbridge, Mass. 
American Rubber Mfg. Co. 

1145 Park Ave., Oakland 8, Calif. 
American Safety Tank Co. 

3937 Main St., Kansas City 11, Mo. 
Ampcu Metal, Inc. 


1755 S. 38th St., Box 2004, Milwaukee 1, Wis. 


Ansul Chemical Co., Fire Equipment Div. 
1 Stanton St., Marinette, Wis. 
Aquadyne Corp. 
89 Terminal Ave., Clark, N. J. 
Ardmore Products 
Northbrook, III. 
Arguslite Co. 
Blue Ridge Summit, Pa. 
Army’s Fire Service 
Old Forge, N. Y. 
Atlas Safety Equipment Co., Inc. 
173-179 N. 10th St., Brooklyn 11, N. Y. 
Autocall Co. 
Shelby, Ohio 
Automatic Sprinkler Corp. of America 
Box 360, Jones & Brittain Sts., Youngstown 1, Ohio 
Automotive Conversion Corp. 
2191 Cole St., Birmingham, Mich. 
Award Incentives, Inc. 
160 Jay St., Brooklyn 1, N. Y. 


B & M Siren Mfg. Co. 

763 E. Pico Blvd., Los Angeles 21, Calif. 
Badger Fire Extinguisher Co. 

Foot of Chase St., Methuen, Mass. 
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Barnes Mfg. Co. 
651 N. Main St., Mansfield, Ohio 
Bar-Way Mfg. Co. 
Stamford, Conn. 
Beacon Falls Rubber Footwear 
Main St., Beacon Falls, Conn. 
John Bean Div., Food Machinery & Chemical Corp. 
1305 S. Cedar St., Lansing 4, Mich. 
Bemis Bros. Bag Co. 
610 S. 4th St., Minneapolis 15, Minn. 
Bendix Corp.—Radio Div. 
E. Joppa Rd., Baltimore 4, Md. 
Benjamin Electric Mfg. Co. 
Northwest Hy. & Seegers Rd., Des Plaines, Ill. 
Bennett Mfg. Co. 
Railroad St., Alden, N. Y. 
Beryllium Corp. 
P.O. Box 1462, Reading 17, Pa. 
Bi-Lateral Fire Hose Co. 
20 N. Wacker Dr., Chicago 6, Ill. 
V. H. Blackinton Co., Inc. 
140 Commonwealth Ave., Attleboro Falls, Mass. 
Blackmer Pump Co. 
1809 Century, S.W., Grand Rapids 9, Mich. 
Blaw-Knox Co., Automatic Sprinkler Dept. 
829 Beaver Ave., Pittsburgh 33, Pa. 
Blaze Guard Mfg. Co. 
20-26 83rd St., North Bergen, N. J. 
Blitz Buggy Co. 
Main St., Old Forge, N. Y. 
Boardman Co. 
P. O. Box 1152, Oklahoma City 1, Okla. 
Bomgardner Mfg. Co. 
1384 Hird Ave., Cleveland 7, Ohio 
Boston Woven & Rubber Div., American Biltrite Rubber Co. 
P. O. Box 1071, Boston 3, Mass. 
C. G. Braxmar Co., Inc. 
216 E. 45th St., New York 17, N. Y. 
Stewart R. Browne Mfg. Co., Inc. 
258 Broadway, New York 7, N. Y. 
E. D. Bullard Co. 
2680 Bridgeway, Sausalito, Calif. 


Cc 


C. D. Pike & Fire Hook Mfg. Corp. 

207 Orange St., New Haven 10, Conn. 
Cairns & Brother, Inc. 

854 Bloomfield Ave., (Allwood) Clifton, N. J. 
Carbisulphoil Co. 

2917 Swiss Ave., Dallas 4, Tex. 
Cardox Div., Chemetron Corp. 

840 N, Michigan Ave., Chicago 11, III. 
Carpenter Mfg. Co. 

236 Bradley St., Somerville 45, Mass. 
Celanese Chemical Co., Div. of ( se Corp. of America 

180 Madison Ave., New York 16, 
Central Safety Equipment Co. 

Magee at Marsden, Philadelphia 35, Pa. 
Central Station Signals, Inc. 

53 W. 23rd St., New York 10, N. Y. 
Champion Sprayer Co. 

6575 Heintz Ave., Detroit 11, Mich. 
Chesebrough-Pond’s Inc. 

485 Lexington Ave., New York 17, N. Y. 
Chicago Watchclock Co. (See Detex Watchclock Corp.) 
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It’s as simple as this... 


health and 

convenience 
for your 

employees 


.. » efficiency and economy for you. 


the greatest name in skin cleansing and 
= protection — in a dispenser for every need. 
You offer your employees: 
Clean hands and face, free 
from dirt, grime and germs. 


And for you: 
Economy — dollars and time. 


The a dispenser 
world's finest —+- for = 
skin cleanser every need 


No. 90 Vi-Lan Dispenser 
96 fluid oz. wall dispenser 


No. 50 Vi-Lan ‘Dispenser 
40-oz. wall dispenser 


No. 815 Vi-Lan Self-Service Unit No. 60 Vi-Lan Dispenser 
Two 40-0z. dispensers, two indus- 96 fluid oz. portable dispenser for 
trial wiper brackets, large waste bench work, portable work carts, 
disposal bin outside service trucks, oi! rigs, 
work shops, etc 


For complete details 
write, wire or phone 


DAMERON 
ENTERPRISES, INC. 


427 S.20th Street © Louisville 3, Ky. 
JUniper 3-4411 
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Christopher Co. 

1095 Madison Ave., New York 28, N. Y. 
Circul-Air Corp. 

575 E. Milwaukee Ave., Detroit 2, Mich. 
Collins Co. 

100 Front St., Collinsville, Conn. 
Cooley, Inc. 

401 Broadway, New York 13, N. Y. 
Coppus Engineering Corp. 

342 Park Ave., Worcester 10, Mass. 
Cotton Goods Mfg. Co. 

216 N. Clinton St., Chicago 6, Ill. 
5. H. Couch Co., Inc. 

1 Arlington St., North Quincy 71, Mass. 
Curtiss-Wright Corp. 

Carlstadt, N. J. 
Cycle-Flo Co. 

986 Bridgeport Ave., Milford, Conn. 


C. R. Daniels, Inc. 

Daniels, Md. 
W. S. Darley & Co. 

2810 W. Washington Blvd., Chicago 12, IIl. 
A. C. Davenport & Son, Inc. 

311 N. Des Plaines St., Chicago 6, Ill. 
Davis Emergency Equipment Co., Inc. 

45 Halleck St., Newark 4, N. J. 
Detex Watchclock Corp. 

76 Varick St., New York 13, N. Y. 
Dieges & Clust 

17 John St., New York 8, N. Y. 
George W. Diener Mfg. Co. 

427 N. Monticello Ave., Chicago 24, Ill. 
Duo-Safety Ladder Corp. 

513 W. 9th Ave., Oshkosh, Wis. 
E. I. du Pont de Nemours & Co., Inc. 

Wilmington 98, Del. 


Eagle Mfg. Cu. 
P. O. Box 110, Wellsburg, W. Va. 
Eastern Metal of Elmira 
130 Harrison St., Elmira Heights, N. Y. 
Samuel Eastman Co., Inc. 
Concord, N. H. 
Edwards Co., Inc. 
90 Connecticut Ave., Norwalk, Conn. 
Electric Cord Co. 
21 Spruce St., New York 38, N. Y. 
Elkhart Brass Mfg. Co., Inc. 
1302 W. Beardsley Ave., Elkhart, Ind. 
Elliott Service Co. 
30 N. MacQuesten Pkwy., Mt. Vernon, N. Y. 
Emergency Aids Co. 
3444 N. Clark St., Chicago 13, Ill. 
J. H. Emerson Co. 
22 Cottage Park Ave., Cambridge 40, Mass. 
Estwing Mfg. Co. 
2647 Eighth St., Rockford, Il. 
Ex-Cell Metal Products, Inc. 
2037 W. Churchill, Chicago 47, IIl. 
Exide Industrial Div., Electric Storage Battery Co. 
Rising Sun & Adams Ave., Philadelphia 20, Pa. 


F 


Fabric Fire Hose Co. 

Sandy Hook, Conn. 
Fairbanks, Morse & Co. 

600 S. Michigan Ave., Chicago 5, Ill. 
Falcon Alarm Co., Inc. 

243 Broad St., Summit, N. J. 
Federal Fire Hose Mfg. Co. 

1532 W. 132nd St., Gardena, Calif. 
Federal Sign & Signal Corp. 

13535 S. Western Ave., Blue Island, IIl. 
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Fenwal, Inc. 

400 Pleasant St., Ashland, Mass. 
Ferno Mfg. Co. 

Greenfield, Ohio 
Fire Chex Corp. 

36136 Harper Ave., Mt. Clemens, Mich. 
Fire Trucks, Inc. 

36100 Harper Ave., Mt. Clemens, Mich. 
Firewater Co. 

1 First St., Los Altos, Calif. 
Frank Mfg. Co., Inc. 

101-111 W. Main St., Mentone, Ind. 
Frommelt Industries 

Box 419, Dubuque, Iowa 
Fulton Cotton Mills 

P.O. Box 1726, Atlanta, Ga. 
Fyrepel Products, Inc. 

160 S. Williams St., Newark, Ohio 
Fyr-Fyter Co. 

221 Crane St., Dayton 1, Ohio 


G 


Gamewell Co. 


1238 Chestnut St., Newton Upper Falls 64, Mass. 


General Electric Co. 

166 Broad St., Fitchburg, Mass. 
General Fire Extinguisher Corp. 

4714 N. 2nd St., Philadelphia 20, Pa. 
Globe Industries, Inc. 

125 Sunrise Place, Dayton 7, Ohio 
Globe Mfg. Co. 

Pittsfield, N. H. 
Goodall Rubber Co. 

438 Whitehead Rd., Trenton 4, N. J. 
B. F. Goodrich Footwear & Flooring Co 

Watertown, Mass 
B. F. Goodrich Industrial Products Co. 

500 S. Main St., Akron 18, Ohio 
Goodyear Tire & Rubber Co., Ine. 

114 E. Market St., Akron 16, Ohio 
Gorman-Rupp Co. 

Mansfield, Ohio 
Goshen Mfg. Co., Inc. 

10th & Reynolds Sts., Goshen, Ind. 
Charles Gratz Fire Protection Co. 

910 N. 2nd St., Philadelphia 23, Pa. 
Grimes Sprinkler Div., Raisler Corp. 

750 Third Ave., New York 17, N. Y. 
Grinnell Co., Inc. 

260 W. Exchange St., Providence 1, R. 1. 


H 


ITale Fire Pump Co. 

708 Spring Mill Ave., Conshohocken, Pa. 
A. E. Halperin Co., Inc. 

75 Northampton St., Boston 18, Mass. 
Clifford B. Hannay & Son, Inc. 

Westerlo, N. Y. 
Hess & Eisenhardt Co. 

Blue Ash Road, Cincinnati 42, Ohio 
Hewitt Robins, Inc., Hewitt Rubber Div. 

666 Glenbrook Rd., Stamford, Conn. 
Holcomb Safety Garment Co. 

118 N. Jefferson St., Chicago 6, Ill. 
Wm. E. Hooper & Sons Co. 

Juniper & Cherry Sts., Philadelphia 7, Pa. 
Hoosier Tarpaulin & Canvas Goods Co. 

1302 W. Washington St., Indianapolis 6, Ind. 
E. F. Houghton & Co. 

303 W. Lehigh Ave., Philadelphia 33, Pa. 
Howe Fire Apparatus Co. 

1402 W. 22nd St., Anderson, Ind. 


Independent Protection Co., Inc. 


1603 S. Main St., Goshen, Ind. 
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Industrial Gloves Co, 

700 Garfield St., Danville, IL 
Industrial Products Co. 

2826 N. 4th St., Philadelphia 33, Pa. 
Industrial Safety Specialties Co., Inc. 

Maple & Lawn Aves., Sellersville, Pa. 
Ingersoll-Rand Co, 

1l Broadway, New York 4, N. Y. 
International Harvester Co., Motor Truck Div. 

180 N. Michigan Ave., Chicago 1, Ill. 


J 


Janesville Apparel Co. 

P.O. Box 306, Janesville, Wis. 
Jaxco, Inc. 

P.O. Box 222, Wautoma, Wis. 
Johnson-National Insignia Co., Inc. 

10 Maiden Lane, New York 38, N.Y. 
Johnson-Williams, Inc. 

2625 Park Blvd., Palo Alto, Calif. 
Junkin Safety Appliance Co., Inc. 

3121 Millers Lane, Louisville 16, Ky. 
Justrite Mfg. Co. 

2061 N. Southport Ave., Chicago 14, Ill. 


Kalamazoo Mfg. Co, 

1827 Reed St., Kalamazoo, Mich. 
Walter Kidde & Co., Inc. 

557 Main St., Belleville 9, N. J. 
Kidde Ultrasonic & Detection Alarms, Inc. 

557 Brighton Road, Clifton, N. J. 
Kinnear Mfg. Co. 

130 Fields Ave., Columbus 16, Ohio 
Koehler Mfg. Co. 

Marlboro, Mass. 


L 


Leeder Mfg. Co. 
139 Woodside Ave., Briar Cliff Manor, N. Y. 


M 


M & H Valve & Fittings Co. 

P. O. Box 151, Anniston, Ala. 
Machine Products Corp. 

125 Hollier Ave., Dayton 3, Ohio 
Mack Trucks, Inc., Fire Apparatus Div. 

1355 W. Front St., Plainfield, N. J. 
Mann Edge Tool Co. 

P. O. Box 351, Lewistown, Pa 
Mars Signal Light Co. 

4322 W. Chicago Ave., Chicago 51, III. 
Maxim Motor Co. 

170 Wareham St., Middleboro, Mass. 
Julian A. McDermott Corp. 

1639 Stephen St., Ridgewood 27, L. I., N. Y. 
McGill Mfg. Co. 

650 N. Campbell St., Valparaiso, Ind. 
F. N. McIntire Co, 

377 Putnam Ave., Cambridge 39, Mass. 
Medical Supply Co. 

1027 W. State St, Rox kford, lil. 
Mercer Rubber Co, 

140 Mercer St., Hamilton Square, N. J. 
Metal Arts Co., Inc. 

742 Portland Ave., Rochester 21, N. Y. 
Metallic Ladder Mfg. Corp. 

2 Sheldon St., Randolph, N. Y. 
Midwestern Safety Mfg. Co. 

Mackinaw, III. 
Miller-Meteor Div., Divco-Wayne Corp. 

Bellefontaine, Ohio 
Mine Safety Appliances Co. 

201 N. Braddock Ave., Pittsburgh 8, Pa. 








7 WAYS to Judge a 


Flammable 
Liquid 


Fa LEAKPROOF CONSTRUCTION 


Seams are lap-joined and electrically welded into 
durable ‘‘one-piece’’ container capable of standing 
up to rough service. 


DOUBLE WALL 
FLAME ARRESTERS 


Provide a durable 
double barrier. if 
inner wail is damaged, outer wall 
provides protection until unit is 
replaced. : 


LEAKPROOF 
SPOUT SEAL 


Spring operated 

cap has ball and 

Ty joint assembly to 

re uniform, self-adjusting, 

liquid-tig t seal of special leak- 
resistant gasket. 


W7 a: 
SHOCK GUARD 
CARRYING HANDLE 
Handle design shields 
dispensing lever against 


accidental opening from 
shocks or bumps. 


Protectoseal Safety Dispensing Cans incorporate these, 
and many more design and operating features to provide 
optimum safety and service. Because Protectoseal Safety 
Cans are built better to serve longer, they are your best buy. 


When you are considering the purchase or specification of 
Flammable Liquid Safety Cans, investigate the “hidden 
values” you get in Protectoseal Products. Compare them, 
point by point, with any other can and you will see why 
they are the quality standard of the industry. 

Protectoseal Safety and Storage Cans are made in a wide 
range of sizes and types. They are stocked in strategically 


located Protectoseal Warehouses and Service Centers for 
quick delivery. 


Write for the new Catalog of Protectoseal Equipment 
for the safe storage, handling, and use of flammables. 


THE PROTECTOSEAL COMPANY 


970 SOUTH WESTERN AVENUE CHICAGO 8, ILLINOIS 
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Minnesoia Mining & Mfg. Co., Reflective Products Div. 
900 Bush Ave., St. Paul 6, Minn. 
J. J. Monaghan Co., Inc. 
500 Alcott St., Denver 4, Colo. 
Monsanto Chemical Co., Organic Div. 
800 N. Lindenbergh Blvd., St. Louis 66, Mo. 
Morning Pride Mfg. Co. 
1986 Home Ave., Dayton 7, Ohio 
Motorola Communications & Electronics, Inc. 
4501 W. Augusta Blvd., Chicago 51, Ill. 
Mueller Co. 
2501 Chestnut St., Chattanooga, Tenn. 
F, E. Myers & Bro. Co. 
Ashland, Ohia 


National Alarms Corp. 

Scott, La. 
National Coaches, Inc. 

Main St., Knightstown, Ind. 
National Foam System, Inc. 

Union & Adams Sts., West Chester, Pa. 
National Trophy Sales, Inc. 

75 W. Van Buren St., Chicago, Ill. 
Neep Equipment Co. 

326 N. W. Broadway, Portland 9, Ore. 
Newark Ladder & Bracket Co., Inc. 

Walnut & Central Aves., Clark (P. O. Rahway), N. J. 
Chas. Niedner’s Sons Co. 

10-20 James St., Malden 48, Mass. 
North American Signal Co. 

1620 S. Canal St., Chicago 4, Ill. 
Notifier Corp. 

3700 N. 56th St., Lincoln 4, Neb. 
Notte Safety Appliances Co. 

340 N. Park St., East Orange, N. J. 


oO 


Ohio Chemical & Surgical Equipment Co., a Div. of Ait 
Reduction Coe, 
1400 E. Washington Ave., Madison 10, Wis. 
D. W. Onan & Sons, Inc. 
University Ave. & 25th St., S.E., Minneapolis 14, Minn. 
Oren Roanoke Corp. 
1201-09 W. Salem Ave., Roanoke 2, Va 
Orthopedic Frame Co. 
i20 Alcott St., Kalamazoo, Mich. 
Overly Mfg. Co. 
Overly St., Greensburg, Pa. 
Oxygen Equipment & Service Co. 
8335 S. Halsted St., Chicago 20, Ill. 
Oxy-Swig, Inc. 
P.O. Box 1207, Monterey, Calif. 


P 


Pac-Kit Ce, 
P. O. Box 1306, Greenwich, Conn. 
Parco Products Co. 
Pennsburg, Pa. 
Peerless Pump Div., Food Machinery & Chemical Corp 
301 W. Avenue 26, Los Angeles 31, Calif. 
Perkins Battery Co. 
1601 Monroe St., York 2, Pa. 
Peter Pirsch & Sons Co. 
1308—35th St., Kenosha, Wis. 
H. K. Porter, Inc., P-F Div. 
74 Foley St., Somerville 43, Mass. 
Porto Pump, Inc. 
19735 Ralston Ave., Detroit 3, Mich. 
Powhatan Brass & Iron Works, Inc. 
Ranson, W. Va. 
Prairie State Products Co. 
3822 Lawrence Ave., Chicago 25, Ill. 
Progress Mfg. Co., Inc. 
Arthur, JI). 
Protectoseal Co. 
1920 S. Western Ave., Chicago 8, III. 
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PRODUCT APPLI 


Occupational Hazards 
812 Huron Road 
Cleveland 15, Ohio 


NEW LITERATURE 
catalogs, data book 








Pulmosan Safety Equipment Corp. 

644 Pacific St., Brooklyn 17, N. Y. 
Pyle-National Co. 

1334 N. Kostner Ave., Chicago 51, Ill. 
Pyrotronics Div., Baker Industries 

P. O. Box 390, Newark 1, N. J. 


Radio Corp. of America 
Front & Cooper Sts., Camden 2, N. J. 
Raisler Sprinkler Div., Raisler Corp. 
750 Third Ave., New York 17, N. Y. 
Randolph Laboratories, ine. 
8 E. Kinzie St., Chicago 11, Ill. 
Raybestos-Manhattan, Inc. 
61 Willett St., Passaic, N. J. 
Ready Made Sign Co., Inc. 
115-17 Worth St., New York 17, N. Y. 
Red Comet, Inc. 
Red Comet Bldg., Littleton, Colo. 
Reliable Automatic Sprinkler Co., Inc. 
525 N. MacQuesten Pkwy., Mt. Vernon, N. Y. 
Republic Rubber Div., Lee Kubber & Tire Corp. 
Albert St., Youngstown 1, Ohio 
Rockwood Sprinkler Co., Div. of Gamewell Co. 
38 Harlow St., Worcester 5, Mass. 


S 


Safety Clothing & Equipment Co. 

1990 E. 69th St., Cleveland 3, Ohio 
Safety First Products Corp. 

175 Saw Mill Rd., Elmsford, N. Y. 
Safety First Supply Co. 

425 Magee St., Pittsburgh 19, Pa. 
Safety Floor Products Co. 

3038 W. 84th Place, Chicago 52, Ill. 
Sanford Fire Equipment Corp. 

1620 Burnet Ave., Syracuse 6, N. Y. 
Sargent-Sowell Co. 

P.O. Box 1176, Grand Prairie, Texas 
Schwerdtle Stamp Co. 

166 Elm St., Bridgeport 3, Conn. 
Scott Aviation Corp. 

229 Erie St., Lancaster, N. Y. 
Seagrave Corp. 

2000 S. High St., Columbus 7, Ohio 
Seco Mfg., Inc. 

4461 W. Jefferson, Detroit 9, Mich. 
Sharpsville Steel Fabricators, Inc. 

Sharpsville, Pa. 
Shop of Siebert Assoc., Inc. 

Farnsworth Road, Waterville, Ohio 
Singer Clove Mfg. Co. 

860 W. Weed St., Chicago 22, Ill. 
A. Smith & Son, Inc. 

1239 Ridge Ave., Philadelphia 23, Pa. 
D. B. Smith & Co., Inc. 

414 Main St., Utica 2, N. Y. 
M. L. Snyder & Son, Inc. 

2436 N. Jasper St., Philadelphia 25, Pa. 
Sperti Faraday, Inc. 

2011 W. Beecher Rd., Adrian, Mich. 
S-T Hydrant Wrench Co. 

P. O. Box 921, Holyoke, Mass. 
Standard Alarm Signal Co. 

249 Main St., Madison, N. J. 
Standard Fire Alarm & Signal Inc. 

E. Old York Rd., Jenkintown, Pa. 
Standard Industrial Products Co. 

920 N. Garfield Ave., Peoria, Ill. 
Standard Safety Equipment Co. 

431 N. Quentin Rd., Palatine, Il. 
Standard Signs, Inc. 

3194 E. 65th St., Cleveland 27, Ohio 
Star Sprinkler Corp. 


Westmoreland & Collins Sts., Philadelphia 34, Pa. 
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Light weight, easy to carry. Tough 
plastic case won't crack, dent or 
chip under rigorous portable use. 


SONOTONE PURE-TONE 
AUDIOMETER FOR 
PRE-EMPLOYMENT 
HEARING TESTS 


e@ RAPID, RELIABLE RESULTS ... Sonotone Model 91D meets 
or exceeds all technical and medical standards... Permits 
speed and accuracy in diagnostic testing and retesting... 
Extremely low background noise level... Minimum hear- 
ing loss level of minus 20 db at all frequencies. 

e CONVENIENT, ECONOMICAL ...The most-used controls are 
the handiest...Complete unit weighs less than eleven pounds 
...Priced lower than any corresponding type of audiometer. 
Sonotone’s Pure-Tone Audiometers are “Accepted” by the 
American Academy of Ophthalmology and Otolaryngology. 
No higher mark of distinction can be accorded any audi- 
ometer. And Sonotone guarantees performance for one full 
year. Write today for full details. 


Sonotone. : 


ELMSFORD, NEW YORK 


Leading manufacturer and distributor of superior transistor hearing aids. 


FREE BROCHURE! Write for illustrated brochure giving full 
details on Sonotone’s Model 91 Pure-Tone Audiometers 
and how they can serve you better. 


Sonotone Corp., Dept. 31-60, Elmsford, N. Y. 


NAME___ —— 


STREET 
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Statikil, Inc. 

1220 W. 6th St., Cleveland 13, Ohio 
Stebco Industries. Inc. 

1415 W. Jackson Blvd., Chicago 7, lit. 
Stempel Fire Extinguisher Mfg. Co. 

2436 N. Jasper St., Philadelphia 25, Pa. 
Stephenson Corp. 

P. O. Box 392, Red Bank, N. J. 
Sterling Siren Fire Alarm Co., Inc. 

8 Bartlett St., Rochester 8, N. Y. 
S. G. Stevens Co. 

3859 Lockwood Ave., Toledo 12, Ohio 
Stonehouse Signs, Inc. 

842 Larimer St., Denver 4, Colo. 
Stop-Fire, Inc. 

P. O. Box 9, Monmouth Junction, N. J. 
Superior Coach Corp. 

E. Kibby St., Lima, Ohio 


T 


Thermoid Div., H. K. Porter Co., Inc. 

Tacony & Comly St., Philadelphia 24, Pa. 
W. J. Thiele & Sons, Inc. 

Pine at Cherry, Johnstown, Pa. 
Timmins Splint Co. 

2126 Cuming St., Omaha 2, Neb. 
Tokheim Corp. 

1602 Wabash Ave., Fort Wayne 1, Ind. 


U 


U-C Lite Mfg. Co. 

1050 W. Hubbard St., Chicago 22, III. 
U. S. Rubber Co. 

1230 Ave. of the Americas, New York 20, N. Y. 
Universal Fire Apparatus Corp. 

Wheatland & Center Sts., Logansport, Ind. 


Vv 
Valley Fire Truck Co. 
59 Tuscola Rd., Bay City, Mich. 
Van Loon Industries, Inc. 
3409 E. McNichols Rd., Detroit 12, Mich. 
Viking Corp. 
435 E. Mill St., Hastings, Mich. 
Vonnegut Hardware Co., Von Duprin Div. 
102 W. Maryland St., Indianapolis 9, Ind. 


Ww 

Washington Products Co. 

238 S. Fayette St., Washington Court House. Ohio 
Watchemoket Optical Co. 

232 W. Exchange St., Providence 3, R. I. 
Waterous Co, 

80 E. Fillmore Ave., St. Paul 7, Minn. 
Western Fire Equipment Co. 

69 Main St., San Francisco 5, Calif. 
Wheeler Protective Apparel, Inc. 

228 W. Huron St., Chicago 10, Ill. 
Williams Jewelry & Mfg. Co. 

10 S. Wabash Ave., Chicago 3, Ill. 
Willson Products Div., Ray-O-Vac Co. 

212 E. Washington Ave., Madison 10, Wis. 
Wirt & Knox Mfg. Co. 

23rd & York Sts., Philadelphia 32, Pa. 
Witt Cornice Co. 

4462 Steel Place, Cincinnati 9, Ohio 





Part II of the Fire Protection Equipment 
Guide—Directory of Products—starts on 


page 83. 














OOLPADS are for the company that cannot 


afford wasted time and stopped production 


Here’s a perfect example: That stop costs money! Multiply it 
by 1) the number of workers in your 
plant and 2) the number of stops per 
He’s sweating. He stops working. day ... and you'll see BIG money is 
Takes out his handkerchief. involved. 

Takes off his glasses. For 16c per worker you can prevent 

Wipes his forehead. “Sweat Stop” waste. One cellulose 

sponge Koolpad soaks up to six times 
its weight in sweat. It raises effi- 
ciency, cuts costs and avoids safety 
hazards of sweat streaked glasses. 
Returns to work. Best of all, a Koolpad can be rinsed 
quickly and used again and again. 


Frank is a good worker, but it’s hot. 


Wipes his glasses. 
Replaces his glasses. 
Replaces his handkerchief. 


If you think those benefits are worth looking into, write today 
for a free Koolpad. Try it yourself first, around the house. 


STANDARD SAFETY EQUIPMENT COMPANY 
431 NORTH QUENTIN ROAD «¢ PALATINE, ILLINOIS 


604 BROADWAY 12921 W. WASHINGTON BLVD. 855 EAST 152nd STREET 
NEWARK 4, N.J. LOS ANGELES 66, CALIF. CLEVELAND 10, OHIO 


Circle No. 64 on reader service card 
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Biltrite Lr Sage Soles protect 
against more hazards . . . more 
comfortably. They are lighter, 
tougher... specially compounded 
for both safety and durability. 
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BILTRITE SAF-T-STEP 
NEOPRENE CORK SOLES 


e The one Neoprene Cork 6 
Sole that does not compro- 
mise wear for weight 
e Resist oil, grease, 
icals and acids 


BILTRITE SUPER-LITE 
CORK SOLES 


Resist abrasion from grav- 
el, metal filings, etc. 

e Lightweight resilient .. . 
insulate against heat, cold 
and shock 
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BILTRITE NYLON CORD 
NEOPRENE SOLES 


e Rugged — greater abrasion resistance 
e Added resistance to oil, 
and chemicals 


BILTRITE 
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grease, acids 
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NEOPRENE SOLES 


HEELS AND SOLES 
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e Resist oil, 
icals, acids 

e Extra rugged for long- 
wearing service 


grease, chem- 
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Warehouses: 4464 District Boulevard, Los Angeles — 1010 Gratiot Street, St. Louis 


AMERICAN BILTRITE 


RUBBER COMPANY 
CHELSEA 50 MASS 


BILTRITE TRU-GLIDE 
NEOPRENE SOLES 
e Provide extra traction and 
gliding comfort 
e Resist oil, 
and chemicals 


grease, acids 


in Canada: American Biltrite Rubber Co. (Canada) Ltd., Sherbrooke, Que 


"O'O'D'O'O'O'C'D'0"O"O'0'0'O'0'0'O'O'O'O'Y'0'0'0'0'D'0'0'D'D'0'0'0'0'0''0'0'0'D'0'OY'0'0'D'D'O'0'0'D'D'0'0'0'0'0'0'0'0'0'0'0'0'6' D'D'O'D'O'OYO'S'D'D'O'O "D'D'O'O'D'O'D'O'D'0'O'O'O'0'D “YA'O'D'O'D'D'O'D'D'D'0'0'0" 








Saya a WORLD’ S LARGEST PRODUCER OF SHOE SOLING MATERIALS EOROORSORRR00% 


re 


4 








ae om 


‘U RY My 
~S 


OCCUPATIONAL HAZARDS @ JUNE 1960 


Wi PAY euieetitie, 


at 08s, atthe 
OLY CO HI snes SK wy 
SNS 
Circle No. 65 on reader service card 


SS 


Puig wey Sees Wie Ny, 





New steels are 
born at 
Armco 


DISTRIBUTORS FILL ORDERS FAST 
for Factory-Fitted Tuffy Slings 


When time counts, you can count on your Tuffy distributor. Tuffy 
slings are factory-fitted, factory-packaged and easy to order. They 
are delivered to you as a complete package — ready to go to work 
right now. 


No complicated specifications in ordering. Tuffys are “tailored” 
to special uses. Select the sling for the type load you’re handling. 
Just say Tuffy, specify type (U-1, U-2, etc.) and specify diameter 
and length of fabric wanted. 


Why Tuffy Gives You More Service Life Per Dollar 


Tuffy’s patented 9-part machine- 
braided fabric combines extra is applied under hydraulic pres- 
strength and toughness with extra sure so great that the eye splice 
flexibility. Kinks rarely occur. If has the full strength of the 
one does, it’s easily smoothed out, machine-braided fabric. Another 
leaving sling undamaged. Tuffy extra at no extra cost. 


Tuffy’s pressed-on metal ferrule 


Get in Touch with Your Tuffy Distributor 


He’s set up to serve you fast on every sling need, including the new 
Union hand-braided slings. And he’s backed by his nearby Union Wire 
Rope depot to assure no time lost in filling orders of unusual nature 
or quantity. 


Tuffy} Tips 


—on safe use of 
ATi Talot-mr- tale Mia lelt-3 am Stal —t 


Safety Council 
Cites Factors 
in Lifting 
Injuries 


The National Safety Council reports 
nearly a fourth of all compensation 
cases are the result of unsafe handling 
methods or conditions. The following 
are listed as factors contributing to 
handling injuries: 


“(a) Handling loads that are too 
heavy; (b) lifting or lowering with the 
back muscles instead of the leg mus- 
cles: (c) handling load with an inse- 
cure grip and failing to watch where 
hands are placed; (d) handling with- 
out sufficient help or failing to use 
mechanical equipment; (e) handling 
before getting a firm footing; (f) lift- 
ing or lowering with a jerking, twist- 
ing movement of the body, or when 
the body is in an awkward position.” 


Maintenance Tips for 
Hoisting Equipment 


(1) Be sure crane and hoist controls are 
in proper working order. Don’t use 
equipment that hasn’t been tested re- 
cently. 


) Inspect hitching equipment before it is 
used. Re-check after use. 


Remove hitching equipment not in use 
from hooks, hoists and loads. Don’t 
allow it to remain loose. 


Store slings systematically when they’re 
not in use. Don’t let them lie around 
helter-skelter. They may be damaged 
between lifts. 


FREE! 
New Tuffy 
Sling Handbook 


All about slings from A to Z, including 
types, dimensions and rated loads. Ad- 
dress Union Wire Rope Corporation, 
2298 Manchester Ave., Kansas City 26, 
Missouri. Specialists in high carbon 
wire, wire rope, braided wire fabric, 
and stress relieved wire and strand. 


3 





Subsidiary of ARMCO STEEL CORPORATION 


OTHER SUBSIDIARIES AND DIVISIONS: Armco Division « Sheffield Division * The National Supply Company 
Armco Drainage & Metal Products, Inc. « The Armco International Corporation « Southwest Steel Products 
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JUNE 1960 © OCCUPATIONAL HAZARDS 











Directory of Products 


in the 

fire protection 
equipment 
field 








ALARM SYSTEMS 


Automatic 


American District Telegraph Co. 

Autocall Co. 

Automatic Sprinkler Corp. of America 

Buffalo Fire Appliances 
(Fyr-Fyter Co.) 

Central Station Signals, Inc. 

S. H. Couch Co., Inc. 

Edwards Co., Inc. 

Falcon Alarm Co., Inc. 

Fyr-Fyter Co. 

Gamewell Co. 

Globe Automatic Sprinkler 
(Fyr-Fyter Co.) 

Grimes Sprinkler Div., Raisler Corp. 

Grinnell Co., Inc. 

Walter Kidde & Co., Inc. 

Kidde Ultrasonic & Detection Alarms, 
Inc. 

Notifier Corp. 

Pyrene—C-O0-Two (Fyr-Fyter Co.) 

Pyrotronics Div., Baker Industries 

Raisler Sprinkler Div., Raisler Corp. 

Reliable Automatic Sprinkler Co., Inc. 

Rockwood Sprinkler Co. 

SAFA Alarm (Fyr-Fyter Co.) 

M. L. Snyder & Son, Inc. 

Sperti Faraday, Inc. 

Star Sprinkler Corp. 

Viking Corp. 


Central Station 


American District Telegraph Co. 
Central Station Signals, Inc. 

S. H. Couch Co., Inc. 

Edwards Co., Inc. 

Fyr-Fyter Co. 

Gamewell Co. 

Notifier Corp. 

Sperti Faraday, Inc. 


industrial 


American District Telegraph Co. 

Autocall Co. 

Benjamin Electric Mfg. Co. 

Central Station Signals, Inc. 

S. H. Couch Co., Inc. 

Edwards Co., Inc. 

Falcon Alarm Co., Inc. 

Federal Sign & Signal Corp. 

Gamewell Co. 

Kidde Ultrasonic & Detection Alarms, 
Inc. 

Notifier Corp. 

Pyrene—C-O0-Two (Fyr-Fyter Co.) 

Pyrotronics Div., Baker Industries 

SAFA Alarm (Fyr-Fyter Co.) 

Sperti Faraday, Inc. 

Standard Fire Alarm & Signal, inc. 


Sirens, Horns, Whistles 


Autocall Co. 
B & M Siren Mfg. Co. 
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Benjamin Electric Mfg. Co. 

S. H. Couch Co., Inc. 

W. S. Darley & Co. 

Edwards Co., Inc. 

Falcon Alarm Co., Inc. 

Federal Sign & Signal Corp. 
Fyr-Fyter Co. 

Gamewell Co. 

Howe Fire Apparatus Co. 

Mars Signal Light Co. 

North American Signal Co. 
Pyle-National Co. 

Pyrotronics Div., Baker Industries 
SAFA Alarm (Fyr-Fyter Co.) 
Sperti Faraday, Inc. 

Standard Fire Alarm & Signal, Inc. 
Sterling Siren Fire Alarm Co., Inc. 


AXES, HATCHETS, POLES 


Axes 


W. D. Allen Mfg. Co. 

Atlas Safety Equipment Co., Inc. 
Collins Co. 

Elkhart Brass Mfg. Co. 

Estwing Mfg. Co. 

Howe Fire Apparatus Co. 

Mann Edge Tool Co. 

Powhatan Brass & Iron Works, Inc. 
M. L. Snyder & Son, Inc. 

Stebco Industries, Inc. 


Wirt & Knox Mfg. Co. 


Crowbars 

Akron Brass Mfz. Co. 

W. D. Allen Mfg. Co. 
Elkhart Brass Mfg. Co. 

Howe Fire Apparatus Co. 
Powhatan Brass & Iron Works, Inc. 
M. L. Snyder & Son, Inc. 
Universal Fire Apparatus Corp. 
Western Fire Equipment Co. 
Wirt & Knox Mfg. Co. 
Wooster Brass (Fyr-Fyter Co.) 


Hatchets 


Atlas Safety Equipment Co., Inc. 
Stebco Industries, Inc. 


Hook Poles 


W. D. Allen Mfg. Co. 

C. D. Pike & Fire Hook Mfg. Corp. 
Western Fire Equipment Co. 
Wooster Brass (Fyr-Fyter Co.) 


Pike Poles 


Akron Brass Mfg. Co. 

W. D. Allen Mfg. Co. 

Aluminum Ladder Co. 

American LaFrance Corp. 

C. D. Pike & Fire Hook Mfg. Corp. 
Duo-Safety Ladder Corp. 

Howe Fire Apparatus Co. 

Western Fire Equipment (o. 
Wooster Brass (Fyr-Fyter Co.) 


BLANKETS, FIRE 


Blankets 


E. D. Bullard Co. 

Cotton Goods Mfg. Co. 

C. R. Daniels, Inc. 

Davis Emergency Equipment Co., Inc. 
Frommelt Industries 

Fyrepel Products, Inc. 

Fulton Cotton Mills 

A. E. Halperin Co., Inc. 

Holcomb Safety Garment Co. 
Hoosier Tarpaulin & Canvas Goods Co. 
Industrial Gloves Co. 

Industrial Products Co. 

Industrial Safety Specialties Co. 
Jaxco, Inc. 

Junkin Safety Appliance Co., Inc. 
Medical Supply Co. 

Mine Safety Appliances Co. 
Pulmosan Safety Equipment Corp. 
Raybestos-Manhattan, Inc. 

Safety Clothing & Equipment Co. 
Safety First Supply Co. 

Seco Mfg., Inc. 

Singer Glove Mfg. Co. 

M. L. Snyder & Son, Inc. 

Standard Safety Equipment Co. 
Wheeler Protective Apparel, Inc. 


Blanket Holders 


E. D. Bullard Co. 

Cotton Goods Mfg. Co. 

Davis Emergency Equipment Co., Inc. 
A. E. Halperin Co., Inc. 
Industrial Gloves Co. 

Industrial Products Co. 

Junkin Safety Appliance Co., Inc. 
Mine Safety Appliances Co. 
Safety Clothing & Equipment Co. 
Safety First Supply Co. 

Seco Mfg., Inc. 

Wheeler Protective Apparel, Inc. 


DOORS, FIRE 


Fire Doors 


Globe Automatic Sprinkler 
(Fyr-Fyter Co.) 

Kinnear Mfg. Co. 

R. C. Mahon Co. 

Overly Mfg. Co. 


Fire Door Controls 


Notifier Corp. 


Fire Door Opening Hardware 


Vonnegut Hardware Co., 
Von Duprin Div. 





EXTINGUISHERS 


co, 


W. D. Allen Mfg. Co. 

American LaFrance Corp 

American Rubber Mfg. Cc 

Ansul Chemical Co. 

Badger Fire Extinguisher Co. 

Buffalo Fire Appliances 
(Fyr-Fyter Co.) 

Cardox Div., Chemetron Corp. 

Geo. W. Diener Mfg. Co. 

Elkhart Brass Mfg. Co. 

Fire Chex Corp. 

Fyr-Fyter Co. 

General Fire Extinguisher Corp. 

Walter Kidde & Co., Inc. 

Pyrene—C-0-Two (Fyr-Fyter Co.) 


Randolph Laboratories, Inc. 
Ned Comet, Inc. 
Safety First Products Corp. 
Seco Mfg., Inc 
M. L. Snyder & Son, Inc. 


Dry Chemical 

Alim Corp. 

W. D. Allen Mfg. Co. 

American LaFrance Corp. 

American Rubber Mfg. Co. 

Ansul Chemical Co. 

Buffalo Fire Appliances 
(Fyr-Fyter Co.) 

Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

General Fire Extinguisher Corp. 

Howe Fire Apparatus Co. 

Walter Kidde & Co., Inc. 





Prevent Accidents — Cut Costs! 


Leeder Mfg. Co. 
Pyrene—C-O-Two (Fyr-Fyter Co.) 
Randolph Laboratories, Inc. 

Red Comet, Inc. 

Safety First Products Corp. 

Seco Mfg., Inc. 

M. L. Snyder & Son, Inc. 
Stop-Fire, Inc. 

Wirt & Knox Mfg. Co. 


W. D. Allen Mfg. Co. 

American LaFrance Corp. 

American Rubber Mfg. Co. 

Badger Fire Extinguisher Co. 

Buffalo Fire Appliances 
(Fyr-Fyter Co.) 

Cardox Div., Chemetron Corp. 

Geo. W. Diener Mfg. Co. 

Elkhart Brass Mfg. Co. 

Fire Chex Corp. 

Fyr-Fyter Co. 

General Fire Extinguisher Corp. 

Howe Fire Apparatus Co. 

Walter Kidde & Co., Inc. 

National Foam System, Inc. 

Pyrene—C-0-Two (Fyr-Fyter Co.) 

Randolph Laboratories, Inc. 

Red Comet, Inc. 

Rockwood Sprinkler Co. 

Seco Mfg., Inc. 

M. L. Snyder & Son, Inc. 

Stempel Fire Extinguisher Mfg. Co. 

Stop-Fire, Inc. 

Wirt & Knox Mfg. Co. 


Hose Reel 

W. D. Allen Mfg. Co. 

Buffalo Fire Appliances 
(Fyr-Fyter Co.) 

Fyr-Fyter Co. 

Clifford B. Hannay & Son, Inc. 


rat MODERN Safety Drill Table 


Your maintenance operator tries to 
hold a small piece for drilling a small 
hole—and loses a finger. Or, he 
makes a complicated set-up —- which 
slips. SAFETY in miscellaneous drilling 
operations pays big dividends. 


Howe Fire Apparatus Co. 

Walter Kidde & Co., Inc. 
Powhatan Brass & Iron Works, Inc. 
Pyrene—C-O-Two (Fyr-Fyter Co.) 
Randolph Laboratories, Inc. 

M. L. Snyder & Son, Inc. 

Western Fire Equipment Co. 

Wirt & Knox Mfg. Co. 


Metal Fires 

Alim Corp. 

Ansul Chemical Co. 

Buffalo Fire Appliances 
(Fyr-Fyter Co.) 


With the Modern Safety Drill Table, set-ups 
are safe, positive and fast. This table han- 
dles odd, irregular shapes without V-blocks, 
clamps or parallels — as well as dangerous, 
hand held small jobs. You just drop in the 
work and drill. Sizes for every need from 
8” to 27%" diameters. Guaranteed to save 
its cost in labor alone every 6 months. 


FREE TRIAL OFFER 


Let us put a Safety Drill Table 
in your plant, freight prepaid. 
Use it 30 days. Ship it back, 
freight collect, if you are not 
enthusiastic. 


Soda-Acid 

W. D. Allen Mfg. Co. 

American LaFrance Corp. 

American Rubber Mfg. Co. 

Badger Fire Extinguisher Co. 

Buffalo Fire Appliances 
(Fyr-Fyter Co.) 

Cardox Div., Chemetron Corp. 

Geo. W. Diener Mfg. Co. 

Elkhart Brass Mfg. Co. 

Fire Chex Corp. 

Fyr-Fyter Co. 

General Fire Extinguisher Corp. 

Walter Kidde & Co., Inc. 

National Foam System, Inc. 

Pyrene—C-O-Two (Fyr-Fyter Co.) 

Randolph Laboratories, Inc. 

Red Comet, Inc. 

Seco Mfg., Inc. 

M. L. Snyder & Son, Inc. 

Stempel Fire Extinguisher Mfg. Co. 

Stop-Fire, Inc. 

Wirt & Knox Mfg. Co. 


Literature on 
Request 


MODERN MACHINE TOOL CO. 


2005 LOSEY STREET JACKSON, MICHIGAN 
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EXTINGUISHERS... 


Vaporizing Liquid 

W. D. Allen Mfg. Co. 

American LaFrance Corp. 

American Rubber Mfg. Co. 

Badger Fire Extinguisher Co. 

Buffalo Fire Appliances 
(Fyr-Fyter Co.) 

Geo. W. Diener Mfg. Co. 

Elkhart Brass Mfg. Co. 

Fire Chex Corp. 

Fyr-Fyter Co. 

General Fire Extinguisher Corp. 

Howe Fire Apparatus Co. 

Justrite Mfg. Co. 

Walter Kidde & Co., Inc. 

Pyrene—C-0-Two (Fyr-Fyter Co.) 

Randolph Laboratories, Inc. 

Red Comet, Inc. 

seco Mfg... Inc. 

M. L. Snyder & Son, Inc. 

Stop-Fire, Inc. 


Wirt & Knox Mfg. Co. 


Water 


W. D. Allen Mfg. Co. 

American LaFrance Corp. 

American Rubber Mfg. Co. 

Ansul Chemical Cc. 

Aquadyne Corp. 

Badger Fire Extinguisher Co. 

John Bean Div., Food Machinery 
& Chemical Corp. 

Buffalo Fire Appliances 
(Fyr-Fyter Co.) 

Cardox Div., Chemetron Corp. 

Champion Sprayer Co. 

Geo. W. Diener Mfg. Co. 

Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

General Fire Extinguisher Corp. 

Howe Fire Apparatus Co. 

Walter Kidde & Co., Inc. 

Parco Products Co. 

Protectoseal Co. 

Pyrene—C-0-Two (Fyr-Fyter Co.) 

Randolph Laboratories, Inc. 

Safety First Products Corp. 

seco Mfg., Inc. 

D. B. Smith & Co., Inc. 

M. L. Snyder & Son, Inc. 

Stempel Fire Extinguisher Mfg. Co. 

Stop-Fire, Inc. 


Wirt & Knox Mfg. Co. 


Wheeled 


W. D. Allen Mfg. Co. 

American LaFrance Corp. 

Ansul Chemical Co. 

Buffalo Fire Appliances 
(Fyr-Fyter Co.) 

Geo. W. Diener Mfg. Co. 

Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

General Fire Extinguisher Corp. 

Walter Kidde & Co., Inc. 

Pyrene—C-0-Two (Fyr-Fyter Co.) 

Randolph Laboratories, Inc. 

Seco Mfg., Inc. 

M. L. Snyder & Son, Inc. 


EXTINGUISHING SYSTEMS 


Built-in CO. Systems 


American LaFrance Corp. 
Automatic Sprinkler Corp. of America 
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Cardox Div., Chemetron Corp. 
Fyr-Fyter Co. 

General Fire Extinguisher Corp. 
Globe Automatic Sprinkler Co. 
Grinnell Co., Inc. 

Walter Kidde & Co., Inc. 
Pyrene—C-O-Two (Fyr-Fyter Co.) 
Randolph Laboratories, Inc. 
Rockwood Sprinkler Co. 


Dry Chemical Systems 


Ansul Chemical Co. 
Fyr-Fyter Co. 


FIRE DETECTION SYSTEMS 
Automatic 


American District Telegraph Co. 

Autocall Co. 

Automatic Sprinkler Corp. of America 

Blaw-Knox Co., Automatic Sprinkler 
Dept. 

Cardox Div., Chemetron Corp. 

Central Station Signals, Inc. 

S. H. Couch Co., Inc. 

Edwards Co., Inc. 

Falcon Alarm Co., Inc. 

Tyr-Fyter Co. 

Gamewell Co. 

Globe Automatic Sprinkler 
(Fyr-Fyter Co.) 

Grimes Sprinkler Div., Raisler Corp. 

Grinnell Co., Inc. 

Walter Kidde & Co., Inc. 

Kidde Ultrasonic & Detection Alarms, 
Inc. 

Notifier Corp. 

Pyrene—C-O0-Two (Fyr-Fyter Co.) 

Pyrotronics Div., Baker Industries 

Raisler Sprinkler Div., Raisler Corp. 

Reliable Automatic Sprinkler Co., Inc. 

Rockwood Sprinkler Co. 

SAFA Alarm (Fyr-Fyter Co.) 

Sperti Faraday, Inc. 

Standard Alarm Signal Co. 

Star Sprinkler Corp. 


Sensing Units for Systems 


Autocall Co. 

Central Station Signals, Inc. 

Fenwal, Inc. 

Gamewell Co. 

Kidde Ultrasonic & Detection Alarms, 
Inc. 

Notifier Corp. 

Pyrene—C-O-Two (Fyr-Fyter Co.) 

Pyrotronics Div., Baker Industries 


Fire Protection Systems 

Ansul Chemical Co. 

Automatic Sprinkler Corp. of America 

C-0-Two (Fyr-Fyter Co.) 

Central Safety Equipment Co. 

Central Station Signals, Inc. 

S. H. Couch Co. 

Fyr-Fyter Co. 

Gamewell Co. 

General Fire Extinguisher Corp. 

Globe Automatic Sprinkler 
(Fyr-Fyter Co.) 

Grinnell Co. 

Independent Protection Co., Inc. 

Walter Kidde & Co., Inc. 

National Foam System, Inc. 

Notifier Corp. 

Pyrotronics Div., Baker Industries 

Raisler Sprinkler Div., Raisler Corp. 


Reliable Automatic Sprinkler Co., Inc. 


Rockwood Sprinkler Co. 


SAFA Alarm (Fyr-Fyter Co.) 
M. L. Snyder & Son, Inc. 

Star Sprinkler Corp. 

Viking Corp. 


FIRST AID SUPPLIES 


Burn Dressings 

E. D. Bullard Co. 
Chesebrough-Pond’s, Inc. 

Davis Emergency Equipment Co., Inc. 
A. E. Halperin Co., Inc. 

Industrial Products Co. 

Medical Supply Co. 

Mine Safety Appliances Co. 

Pac-Kit Co. 


Burn Medicants 

E. D. Bullard Co. 

Carbisulphoil Co. 

Davis Emergency Equipment Co., lac. 
A. E. Halperin Co., Inc. 

Industrial Products Co. 

Medical Supply Co. 

Mine Safety Appliances Co. 

Pac-Kit Co. 


First Aid Kits 

E. D. Bullard Co. 

Davis Emergency Equipment Co., Inc 
A. E. Halperin Co., Inc. 

Industrial Products Co. 

Medical Supply Co. 

Mine Safety Appliances Co. 

Pac-Kit Co. 


Splints 
Orthopedic Frame Co. 
Timmins Splint Co. 


FLUIDS, FIRE-RESISTANT 


Chemical Co., Div. of Celanese Corp. 
of America 

W. S. Darley & Co. 

E. F. Houghton & Co. 

Monsanto Chemical Co. 

Shell Oil Co. ; 

Union Carbide Chemicals Co. 


FOAM 
Chemical 
Akron Brass Mfg. Co. 
W. D. Allen Mfg. Co. 
American LaFrance Corp. 
Buffalo Fire Appliances (Fyr-Fyter Co.) 
Elkhart Brass Mfg. Co. 
Fyr-Fyter Co. 
General Fire Extinguisher Corp. 
Howe Fire Apparatus Co. 
Walter Kidde & Co., Inc. 
National Foam System, Inc. 
Pyrene—C-O0-Two (Fyr-Fyter Co.) 
Rockwood Sprinkler Co. 
M. L. Snyder & Son, Inc. 


Generators 

American LaFrance Corp. 

Cardox Div., Chemetron Corp. 
Hale Fire Pump Co. 

Howe Fire Apparatus Co. 
National Foam System, Inc. 
Pyrene—C-O-Two (Fyr-Fyter Co.) 
M. L. Snyder & Son, Inc. 


Liquid 

Akron Brass Mfg. Co. 

American LaFrance Corp. 

General Fire Extinguisher Corp. 

Globe Automatic Sprinkler 
(Fyr-Fyter Co.) 





FOAM... 


Walter Kidde & Co., Inc. 

National Foam System, Inc. 
Pyrene—C-O-Two (Fyr-Fyter Co.) 
Rockwood Sprinkler Co. 

M. L. Snyder & Son, Inc. 


Pumps 

John Bean Div., Food Machinery 
& Chemical Corp. 

Cardox Div., Chemetron Corp. 

W. S. Darley & Co. 

Hale Fire Pump Co. 

National Foam System, Inc. 

Pyrene—C-0-Two (Fyr-Fyter Co.) 


HOSE 
Chemical 
W. D. Allen Mfg. Co. 
American LaFrance Corp. 
American Rubber Mfg. Co. 
Bi-Lateral Fire Hose Co. 
Boston Woven Hose & Rubber Div., 
American Biltrite Rubber Co. 
Buffalo Fire Appliances 
(Fyr-Fyter Co.) 
Fabric Fire Hose Co. 
Fire Chex Corp. 
Fyr-Fyter Co. 
General Fire Extinguisher Corp. 
Goodall Rubber Co. 
B. F. Goodrich Industrial Products Co. 
Goodyear Tire & Rubber Co. 
Hewitt-Robins, Inc., Hewitt Rubber 





VYTHENE-D ™ 


Process Cleaning and 
Plant Maintenance 


Vythene-D is an unexcelled solvent 
for cold cleaning purposes. It is prac- 
tically inert to most paints and 
varnishes such as are used on electric 
motors. It is highly effective in a 
great variety of process cleaning 
and maintenance uses, has ero- 
nomical evaporation rate. (20 times 
less toxic than carbon tet.), 


MEAVY.OUTY 
PROo 
lang C2UCTION 


Clean - 
OF At metans 


TECLENE 2 


Cleaning Grease from 


Concrete and Metals 
Teclene Heavy-Duty Cleaner may be 
sprayed, wiped or brushed onto any 
metal surface, (including aluminum), 
or onto concrete, tile and walls, 
etc. It will remove oil, tars, waxes, 
grease, resins with almost instant ac- 
tion, together with dirt, soil and other 
contaminations. Water rinsable. 


NO FLASH POINT (C.O.C.) 
Send for Technical Data Bulletins and Samples 


Northvale, N. J. 





Div. 
Mercer Rubber Co. 
National Foam System, Inc. 
Pyrene—C-0-Two (Fyr-Fyter Co.) 
Raybestos-Manhattan, Inc. 
Republic Rubber Div., Lee Rubber & 
Tire Corp. 
Seco Mfg., Inc. 
M. L. Snyder & Son, Inc. 
Thermoid Div., H. K. Porter Co. 


Cotton 

W. D. Allen Mfg. Co. 

American LaFrance Corp. 

American Rubber Mfg. Co. 

Bi-Lateral Fire Hose Co. 

Blaze Guard Mfg. Co. 

Boston Woven Hose & Rubber Div., 
American Biltrite Rubber Co. 

John Bean Div., Food Machinery 
& Chemical Corp. 

Buffalo Fire Appliances 
(Fyr-Fyter Co.) 

Fabric Fire Hose Co. 

Fire Chex Corp. 

Fyr-Fyter Co. 

General Fire Extinguisher Corp. 

Goodall Rubber Co. 

B. F. Goodrich Industrial Products Co. 

Goodyear Tire & Rubber Co. 

Hewitt-Robins, Inc., Hewitt Rubber 
Div. 

Mercer Rubber Co. 

National Foam System, Inc. 

Pyrene—C-0-Two (Fyr-Fyter Co.) 

Raybestos-Manhattan, Inc. 

Republic Rubber Div., Lee Rubber & 
Tire Corp. 

Seco Mfg., Inc. 

M. L. Snyder & Son, Inc. 

Thermoid Div., H. K. Porter Co. 

Wirt & Knox Mfg. Co. 


High-Pressure 


W. D. Allen Mfg. Co. 

American LaFrance Corp. 

American Rubber Mfg. Co. 

John Bean Div., Food Machinery 
& Chemical Corp. 

Bi-Lateral Fire Hose Co. 

Boston Woven Hose & Rubber Div., 
American Biltrite Rubber Co. 

Buffalo Fire Appliances 
(Fyr-Fyter Co.) 

Fabric Fire Hose Co. 

Federal Fire Hose Mfg. Co. 

Fire Chex Corp. 

Fyr-Fyter Co. 

General Fire Extinguisher Corp. 

Goodall Rubber Co. 

B. F. Goodrich Industrial Products Co. 

Goodyear Tire & Rubber Co. 

Hewitt-Robins, Inc., Hewitt Rubber 
Div. 

Mercer Rubber Co. 

National Foam System, Inc. 

Pyrene—C-0-Two (Fyr-Fyter Co.) 

Raybestos-Manhattan, Inc. 

Republic Rubber Div., Lee Rubber & 
Tire Corp. 

M. L. Snyder & Son, Inc. 

Thermoid Div., H. K. Porter Co. 

Wirt & Knox Mfg. Co. 


Suction 


W. D. Allen Mfg. Co. 

American LaFrance Corp. 

American Rubber Mfg. Co. 

John Bean Div., Food Machinery 
& Chemical Corp. 
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HOSE... 


Bi-Lateral Fire Hose Co. 

Boston Woven Hose & Rubber Div., 
American Biltrite Rubber Co. 

Buffalo Fire Appliances 
(Fyr-Fyter Co.) 

Fabric Fire Hose Co. 

Fire Chex Corp. 

Fyr-Fyter Co. 

General Fire Extinguisher Corp. 

Goodall Rubber Co. 

B. F. Goodrich Industrial Products Co. 

Goodyear Tire & Rubber Co. 

Hewitt-Robins, Inc., Hewitt Rubber 
Div. 

Howe Fire Apparatus Co. 

Mercer Rubber Co. 

National Foam System, Inc. 

Pyrene—C-0-Two Div. 
(Fyr-Fyter Co.) 

Raybestos-Manhattan, Inc. 

Republic Rubber Div., Lee Rubber & 
Tire Corp. 

M. L. Snyder & Son, Inc. 

Thermoid Diy., H. K. Porter Co. 

U. S. Rubber Co. 

Wirt & Knox Mfg. Co. 


Synthetic 


W. D. Allen Mfg. Co. 

American LaFrance Corp. 

American Rubber Mfg. Co. 

Bi-Lateral Fire Hose Co. 

Boston Woven Hose & Rubber Div.. 
American Biltrite Rubber Co. 

Buffalo Fire Appliances 
(Fyr-Fyter Co.) 

Fabric Fire Hose Co. 

Fyr-Fyter Co. 

Goodall Rubber Co. 

B. F. Goodrich Industrial Products Co. 

Goodyear Tire & Rubber Co. 

Hewitt-Robins, Inc., Hewitt Rubber 
Div. 

Mercer Rubber Co. 

National Foam System, Inc. 

Pyrene—C-O0-Two (Fyr-Fyter Co.) 

Raybestos-Manhattan, Inc. 

Republic Rubber Div., Lee Rubber & 
Tire Corp. 

M. L. Snyder & Son, Inc. 

Thermoid Div., H. K. Porter Co. 

U. S. Rubber Co. 

Wirt & Knox Mfg. Co. 


Unlined Linen 

W. D. Allen Mfg. Co. 

Buffalo Fire Appliances (Fyr-Fyter Co.) 
Federal Fire Hose Mfg. Co. 
Fyr-Fyter Co. 

General Fire Extinguisher Corp. 
Goodall Rubber Co. 

National Foam System, Inc. 

Chas. Niedner’s Sons Co. 
Pyrene—C-O0-Two (Fyr-Fyter Co.) 
Seco Mfg., Inc. 

M. L. Snyder & Son, Inc. 

Wirt & Knox Mfg. Co. 


HOSE ACCESSORIES 


Adapters 


Akron Brass Mfg. Co. 

W. D. Allen Mfg. Co. 
American LaFrance Corp. 
American Rubber Mfg. Co. 
B & M Siren Mfg. Co. 
Bar-Way Mfg. Co. 
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John Bean Div., Food Machinery 
& Chemical Corp. 

Buffalo Fire Appliances (Fyr-Fyter Co.) 

W. S. Darley & Co. 

Samuel Eastman Co., Inc. 

Elkhart Brass Mfg. Co. 

Fire Chex Corp. 

Fyr-Fyter Co. 

Hewitt-Robins, Inc., Hewitt Rubber 
Div. 

Howe Fire Apparatus Co. 

Machine Products Corp. 

Powhatan Brass & Iron Works, Inc. 

Pyrene—C-0-Two (Fyr-Fy:er Co.) 

Rockwood Sprinkler Co. 

seco Mfg., Inc. 

M. L. Snyder & Son, Inc. 

Thermoid Div., H. K. Porter Co. 

Western Fire Equipment Co. 

Wirt & Knox Mfg. Co. 


Wooster Brass (Fyr-Fyter Co.) 


Couplings 


Akron Brass Mfg. Co. 

W. D. Allen Mfg. Co. 

American Rubber Mfg. Co. 

Bar-Way Mfg. Co. 

John Bean Div., Food Machinery 
& Chemical Corp. 

Boston Woven Hose & Rubber Div. 
(American Biltrite Rubber Co.) 

Buffalo Fire Appliances (Fyr-Fyter Co.) 

Samuel Eastman Co., Inc. 

Elkhart Brass Mfg. Co. 

Federal Fire Hose Mfg. Co. 

Fire Chex Corp. 

Fyr-Fyter Co. 

Goodall Rubber Co. 

B. F. Goodrich Industrial Products Co. 

Hewitt-Robins, Inc., Hewitt Rubber 
Div. 

Howe Fire Apparatus Co. 

Machine Products Corp. 

Powhatan Brass & Iron Works, Inc. 

Pyrene—C-0-Two (Fyr-Fyter Co.) 

seco Mfg., Inc. 

M. L. Snyder & Son, Inc. 

Thermoid Div., H. K. Porter Co. 

Wirt & Knox Mfg. Co. 


Wooster Brass (Fyr-Fyter Co.) 


Expanders 

Akron Brass Mfg. Co. 

W. D. Allen Mfg. Co. 

Buffalo Fire Appliances (Fyr-Fyter Co.) 

W. S. Darley & Co. 

Samuel Eastman Co., Inc. 

Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

Hewitt-Robins, Inc., Hewitt Rubber 
Div. 

Howe Fire Apparatus Co. 

Machine Products Corp. 

Powhatan Brass & Iron Works, Inc. 

Pyrene—C-0-Two (Fyr-Fyter Co.) 

M. L. Snyder & Son, Inc. 

Wooster Brass (Fyr-Fyter Co.) 


Spanners 
Akron Brass Mfg. Co. 
W. D. Allen Mfg. Co. 
American LaFrance Corp. 
Atlas Safety Equipment Co., Inc. 
Bar-Way Mfg. Co. 
Buffalo Fire Appliances 
(Fyr-Fyter Co.) 
Elkhart Brass Mfg. Co. 
Fyr-Fyter Co. 
B. F. Goodrich Industrial Products Co. 
Howe Fire Apparatus Co. 
Powhatan Brass & Iron Works, Inc. 


Pyrene—C-0-Two (Fyr-Fyter Co.) 
M. L. Snyder & Son, Inc. 

Western Fire Equipment Co. 
Wooster Brass (Fyr-Fyter Co.) 


Valves 

Akron Brass Mfg. Co. 

W. D. Allen Mfg. Co. 

Buffalo Fire Appliances (Fyr-Fyter Co.) 
Samuel Eastman Co., Inc. 

Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

Grinnell Co., lne. 

Howe Fire Apparatus Ce. 

Machine Products Co. 

Powhatan Brass & Iron Works, Inc. 
Pyrene—C-O-Two (Fyr-Fyter Co.) 
Rockwood Sprinkler Co. 

Seco Mfg., Inc. 

M. L. Snyder & Son, Inc. 

Wirt & Knox Mfg. Co. 

Wooster Brass (Fyr-Fyter Co.) 


Wrenches 

Akron Brass Mfg. Co. 

W. D. Allen Mfg. Co. 

American LaFrance Corp. 

American Rubber Mfg. Co. 

Buffalo Fire Appliances 
(Fyr-Fyter Co.) 

Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

Hewitt-Robins, Inc., Hewitt Rubber 
Div. 

tlowe Fire Apparatus Co. 

Powhatan Brass & Iron Works, Inc. 

Pyrene—C-O0-Two (Fyr-Fyter Co.) 

S-T Hydrant Wrench Co. 

seco Mfg.. Inc. 

M. L. Snyder & Son, Inc. 

Western Fire Equipment Co. 

Wirt & Knox Mfg. Co. 

Wooster Brass (Fyr-Fyter Co.) 


HOSE APPLIANCES 


Clamps 

Akron Brass Mfg. Co. 

W. D. Allen Mfg. Co. 

American LaFrance Corp. 

American Rubber Mfg. Co. 

Boston Woven Hose & Rubber Div. 
(American Biltrite Rubber Co.) 

Buffalo Fire A ppliances 
(Fyr-Fyter Co.) 

Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

Howe Fire Apparatus Co. 

Powhatan Brass & Iron Works, Inc. 

Pyrene—C-O-Two (Fyr-Fyter Co.) 

M. L. Snyder & Son, Inc. 

Wirt & Knox Mfg. Co. 

Wooster Brass (Fyr-Fyter Co.) 


Expansion Rings (Brass) 

Akron Brass Mfg. Co. 

W. D. Allen Mfg. Co. 

American Rubber Mfg. Co. 

Boston Woven Hose & Rubber Div. 
(American Biltrite Rubber Co.) 

Buffalo Fire Appliances 
(Fyr-Fyter Co.) 

Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

B. F. Goodrich Industrial Products Co. 

Howe Fire Apparatus Co. 

Machine Products Corp. 

Powhatan Brass & Iron Works, Ine. 

Pyrene—C-O-Two (Fyr-Fyter Co.) 

Seco Mfg., Inc. 

M. L. Snyder & Son, Inc. 

Thermoid Div., H. K. Porter Co. 





HOSE APPLIANCES... 


Western Fire Equipment Co, 
Wirt & Knox Mfg. Co. 
Wooster Brass (Fyr-Fyter Co.) 


Holders 
Akron Brass Mfg. Co. 
W. D. Allen Mfg. Co. 
American LaFrance Corp. 
Samuel Eastman Co., Inc. 
_ Elkhart Brass Mfg. Co. 
Fyr-Fyter Co. 
Howe Fire Apparatus Co. 
Powhatan Brass & Iron Works, Inc. 
Pyrene—C-O-Two (Fyr-Fyter Co.) 
Rockwood Sprinkler Co. 
M. L. Snyder & Son, Inc. 
Wooster Brass (Fyr-Fyter Co.) 


Increasers 

Akron Brass Mfg. Co. 

W. D. Allen Mfg. Co. 

American LaFrance Corp. 

W. S. Darley & Co. 

Samuel Eastman Co., Inc. 

Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

Howe Fire Apparatus Co. 
Powhatan Brass & Iron Works, Inc. 
Pyrene—C-0-Two (Fyr-Fyter Co.) 
Wirt & Knox Mfg. Co. 


Reducers 

Akron Brass Mfg. Co. 

W. D. Allen Mfg. Co. 
American LaFrance Corp. 
Bar-Way Mfg. Co. 

W. S. Darley & Co. 

Samuel Eastman Co., Inc. 
Elkhart Brass Mfg. Co. 
Fyr-Fyter Co. 

Howe Fire Apparatus Co. 
Machine Products Corp. 
Powhatan Brass & Iron Works, Inc. 
M. L. Snyder & Son, Inc. 
Western Fire Equipment Co. 
Wirt & Knox Mfg. Co. 
Wooster Brass (Fyr-Fyter Co.) 


Siamese Fittings 

Akron Brass Mfg. Co. 

W. D. Allen Mfg. Co. 

Buffalo Fire Appliances 
(Fyr-Fyter Co.) 

Samuel Eastman Co., Inc. 

Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

Howe Fire Apparatus Co. 

Machine Products Corp. 

F. N. McIntire Co. 

Powhatan Brass & Iron Works, Inc. 

Pyrene—C-0-Two (Fyr-Fyter Co.) 

seco Mfg., Inc. 

M. L. Snyder & Son, Inc. 

Western Fire Equipment Co. 

Wirt & Knox Mfg. Co. 

Wooster Brass (Fyr-Fyter Co.) 


HOSE CABINETS 


Drying 
Circul-Air Corp. 
Neep Equipment Co. 


Storage 


S. G. Adams Co. 

W. D. Allen Mfg. Co. 

Automatic Sprinkler Corp. of America 
Circul-Air Corp. 

Elkhart Brass Mfg. Co. 

Fyr-F yter Co. 


General Fire Extinguisher Corp. 

Globe Automatic Sprinkler 
(Fyr-Fyter Co.) 

Seco Mfg., Inc. 

M. L. Snyder & Son, Inc. 

Van Loon Industries, Inc. 


Wirt & Knox Mfg. Co. 


HOSE CARTS, RACKS, REELS 


Carts 

S. G. Adams Co. 

W. D. Allen Mfg. Co. 

American Rubber Mfg. Co. 

Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

Powhatan Brass & Iron Works, Inc. 
M. L. Snyder & Son, Inc. 

Wirt & Knox Mfg. Co. 


Racks 

S. G. Adams Co. 

W. D. Allen Mfg. Co. 

American Rubber Mfg. Co. 

Buffalo Fire Appliances (Fyr-Fyter Co.) 
Circul-Air Corp. 

Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

General Fire Extinguisher Corp. 
Walter Kidde & Co., Inc. 

Powhatan Brass & Iron Works, Inc. 
Pyrene—C-0-Two (Fyr-Fyter Co.) 
Seco Mfg., Inc. 

M. L. Snyder & Son, Inc. 

Wirt & Knox Mfg. Co. 


Reels 

S. G. Adams Co. 

W. D. Allen Mfg. Co. 

American Fire Apparatus Co. 

American Rubber Mfg. Co. 

Ardmore Products 

John Bean Div., Food Machinery 
& Chemical Corp. 

Buffalo Fire Appliances (Fyr-Fyter Co.) 

Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

General Fire Extinguisher Corp. 

Clifford B. Hannay & Son, Inc. 

Walter Kidde & Co., Inc. 

Powhatan Brass & Iron Works, Inc. 

Pyrene—C-O-Two (Fyr-Fyter Co.) 

Sanford Fire Equipment Corp. 

M. L. Snyder & Son, Inc. 

Wirt & Knox Mfg. Co. 


IDENTIFICATION 


Badges, Insignia 

S. G. Adams Co. 

American Emblem Co., Inc. 
Award Incentives, Inc. 

V. H. Blackinton Co., Inc. 
C. G. Braxmar Co., Inc. 
Cairns & Brother, Inc. 
Dieges & Clust 

Fyr-Fyter Co. 
Johnson-National Insignia Co., Inc. 
Metal Arts Co., Inc. 
National Trophy Sales, Inc. 
J. F. Novak Co. 

Schwerdtle Stamp Co. 
Williams Jewelry & Mfg. Co. 


Wooster Brass (Fyr-Fyter Co.) 


LADDERS 


Metal 

Aluminum Ladder Co. 

American LaFrance Corp. 

John Bean Div., Food Machinery 
& Chemical Corp. 


Duo-Safety Ladder Corp. 
Fyr-Fyter Co. 

Goshen Mfg. Co., Inc. 

Charles Gratz Fire Protection Co. 
Howe Fire Apparatus Co. 

Maxim Motors Co. 

Metallic Ladder Mfg. Corp. 
Newark Ladder & Bracket Co., Inc. 
Peter Pirsch & Sons Co. 

Seagrave Corp. 

M. L. Snyder & Son, Inc. 


Rope 


Atlas Safety Equipment Co., Inc. 
Newark Ladder & Bracket Co., Inc. 


Wood 

American LaFrance Corp. 

John Bean Div., Food Machinery 
& Chemical Corp. 

Duo-Safety Ladder Corp. 

Goshen Mfg. Co., Inc. 

Howe Fire Apparatus Co. 

Maxim Motor Co. 

Newark Ladder & Bracket Co., Inc. 

Peter Pirsch & Sons Co. 

Howard B. Rich, Inc. 

Seagrave Corp. 


LIGHTS 


Emergency Lighting Units 

American Optical Co. 

Carpenter Mfg. Co. 

Electric Cord Co. 

Exide Industrial Div., Electric Storage 
Battery Co. 

Falcon Alarm Co., Inc. 

Howe Fire Apparatus Co. 

Maxim Motor Co. 

Julian A. McDermott Corp. 

Perkins Battery Co. 

Pyle-National Co. 

M. L. Snyder & Son, Inc. 

U-C Lite Mfg. Co. 


Flares 


Falcon Alarm Co., Inc. 
Federal Sign & Signal Corp. 
Julian A. McDermott Corp. 
Perkins Battery Co. 

U-C Lite Mfg. Co. 


Arguslite Co. 

Benjamin Electric Mfg. Co. 

Carpenter Mfg. Co. 

Exide Industrial Div., Electric Storage 
Battery Co. 

Howe Fire Apparatus Co. 

Koehler Mfg. Co. 

Mars Signal Light Co. 

Julian A. McDermott Corp. 

Mine Safety Appliances Co. 

Perkins Battery Co. 

Pyle-National Co. 

Safety First Supply Co. 


Hand 


Arguslite Co. 

Stewart R. Browne Mfg. Co., Inc. 

Carpenter Mfg. Co. 

W. S. Darley & Co. 

Davis Emergency Equipment Co., Inc. 

Exide Industrial Div., Electric Storage 
Battery Co. 

Fuller Brush Co. 

Howe Fire Apparatus Co. 

Justrite Mfg. Co. 

Koehler Mfg. Co. 

Julian A. McDermott Corp. 
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LIGHTS... 


McGill Mfg. Co., Inc. 
Mine Safety Appliances Co. 
Perkins Battery Co. 
Pyle-National Co. 


U-C Lite Mfg. Co. 


Searchlights 

Carpenter Mfg. Co. 

Davis Emergency Equipment Co., Inc. 
Howe Fire Apparatus Co. 

Koehler Mfg. Co. 

Mars Signal Light Co. 

Julian A. McDermott Corp. 

Perkins Battery Co. 


Warning 

Arguslite Co. 

Carpenter Mfg. Co. 

Davis Emergency Equipment Co., Inc. 

Exide Industrial Div., Electric Storage 
Battery Co. 

Falcon Alarm Co., Inc. 

Federal Sign & Signal Corp. 

Howe Fire Apparatus Co. 

Justrite Mfg. Co. 

Julian A. McDermott Corp. 

Machine Products Corp. 

Mars Signal Light Co. 

North American Signal Co. 

Perkins Battery Co. 

Pyle-National Co. 

U-C Lite Mfg. Co. 


MOTOR APPARATUS 


Ambulances 

Automotive Conversion Corp. 

Christopher Co. 

Hess & Eisenhardt Co. 

International Harvester Co., Motor 
Truck Div. 

Miller-Meteor Div., Divco-Wayne Corp. 

National Coac hes, Inc. 

Sharpsville Steel Fabricators, Inc. 

Shop of Siebert Assoc iates, Ine. 

Superior Coach Corp. 


CO, Trucks 

American Fire Apparatus Co. 
American LaFrance Corp. 

Ansul Chemical Co. 

Boardman Co. 

Cardox Div., Chemetron Corp. 
General Fire Extinguisher Corp. 
Howe Fire Apparatus Co. 
Walter Kidde & Co., Inc. 

Maxim Motor Co. 

Peter Pirsch & Sons Co. 
Pyrene—C-0-Two (Fyr-Fyter Co.) 
Seco Mfg. hae. 

Universal Fire Apparatus Corp. 


Dry Chemical Trucks 

Ansul Chemical Co. 

Walter Kidde & Co., Inc. 
Foam Trucks 

American Fire Apparatus Co. 
American LaFrance Corp. 
Boardman Co. 

Cardox Div., Chemetron Corp. 
Christopher Co. 

General Fire Extinguisher Corp. 
Howe Fire Apparatus Co. 
Walter Kidde & Co., Inc. 
Mack Trucks, Inc. 

Maxim Motor Co. 

National Foam System, Inc. 
Peter Pirsch & Sons Co. 
Progress Mfg. Co. 


Rockwood Sprinkler Co. 
Seagrave Corp. 

Seco Mfg.., Inc, 

W. J. Thiele & Sons Co. 
Universal Fire Apparatus Corp. 


Pumpers 


American Fire Apparatus Co. 

American LaFrance Corp. 

John Bean Div., Food Machinery 
& Chemical Corp. 

Blitz Buggy Co. 

Boardman Co. 

Christopher Co. 

W. S. Darley & Co. 

Fire Trucks, Inc. 

General Fire Extinguisher Corp. 

Howe Fire Apparatus Co. 


Mack Trucks, Inc. 

Maxim Motor Co. 

Neep Equipment Co. 

Oren Roanoke Corp. 

Peter Pirsch & Sons Co. 
Progress Mfg. Co., Inc. 
Sanford Fire Equipment Corp. 
Seagrave Corp. 

Seco Mfg., Inc. 

Sharpsville Steel Fabricators, Inc. 
W. J. Thiele & Sons Co. 
Universal Fire Apparatus Co. 
Valley Fire Truck Co. 


Tank Trucks 


American Fire Apparatus Co. 
American LaFrance Corp. 
Boardman Co. 





Show this dramatic safety film... free 


@ Use this forceful public service film as the highlight of 


your program on safety and safety training. In no sense a 


product story, “Safe Exit” is a thought-provoking contribu- 


tion towards arresting our record of more than 30 lives a 


day due to fire and panic. 


Schedule “Safe Exit’ for your club, class or meeting now. 


10 minutes...16mm. 


no charge.. 


408 West Maryland 
Indianapolis 25, Indiana 


Date desired 


Type of audience 


Organization 
Authorized by 


Address 


.. black and white... 


City Zone 


sound... 


. postage paid both ways. 


@eeeeeeeoeceoeeeeeeeeeeeeeeeeeeeeeeeeeeeees 


VONNEGUT HARDWARE CO., VON DUPRIN DIV. 


Date x 
Yes, we wish to show the 16 mm, sound, B& W movie, “SAFE EXIT.” 


or 


We understand film is rent-free, postage paid. We 
agree to return film the day following our showing. 





Pyrene—C-O-Two (Fyr-Fyter Co.) 


Circle No. 69 on reader service card 
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MOTOR APPARATUS... 


Christopher Co. 

W. S. Darley & Co. 

Fire Trucks, Inc. 

Howe Fire Apparatus Co. 
Mack Trucks, Inc. 

Maxim Motor Co. 

National Foam System, Inc. 
Neep Equipment Co. 

Oren Roanoke Corp. 

Peter Pirsch & Sons Co. 
Progress Mfg. Co., Inc. 
Sanford Fire Equipment Corp. 
Seagrave Corp. 

Seco Mfg., Inc. 

Sharpsville Steel Fabricators, Inc. 
Universal Fire Apparatus Co. 


Trailerized Equipment 


American LaFrance Corp. 

Ansul Chemical Co. 

John Bean Div., Food Machinery 
& Chemical Corp. 

Cardox Div., Chemetron Corp. 

Fyr-Fyter Co. 

Howe Fire Apparatus Co. 

Kalamazoo Mfg. Co. 

Walter Kidde & Co., Inc. 

Mack Trucks, Inc. 

Maxim Motor Co. 

National Foam System, Inc. 

Porto Pump, Inc. 

Pyrene—C-0-Two (Fyr-Fyter Co.) 

Rockwood Sprinkler Co. 

Sanford Fire Equipment Curp 

Universal Fire Apparatus Corp. 

Wirt & Knox Mfg. Co 


Utility Trucks 


Christopher Co. 
Shop of Siebert Associates, Inc. 


NOZZLES 


Cellar Pipe 

Akron Brass Mfg. Co. 

American LaFrance Corp. 

Buffalo Fire Appliances (Fyr-Fyter Co.) 
Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

Howe Fire Apparatus Co. 

Machine Products Corp. 

F. N. McIntire Co. 

Powhatan Brass & Iron Works, Inc. 
Pyrene—C-0-Two (Fyr-Fyter Co.) 
Rockwood Sprinkler Co. 

Western Fire Equipment Co. 
Wooster Brass (Fyr-Fyter Co.) 


Deluge Sets 

Akron Brass Mfg. Co. 

American LaFrance Corp. 

Automatic Sprinkler Corp. of America 

Blaw-Knox Co., Automatic Sprinkler 
Dept. 

Buffalo Fire Appliances (Fyr-Fyter Co.) 

Samuel Eastman Co., Inc. 

Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

Globe Automatic Sprinkler (Fyr-Fyter 
Co.) 

Grinnell Co. 

Howe Fire Apparatus Co. 

Machine Products Corp. 

Powhatan Brass & Iron Works, Inc. 

Pyrene—C-0-Two (Fyr-Fyter Co.) 

Raisler Sprinkler Div., Raisler Corp. 

Reliable Automatic Sprinkler Co., Inc. 
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Rockwood Sprinkler Co. 
Star Sprinkler Corp. 
Wooster Brass (Fyr-Fyter Co.) 


Foam 

Akron Brass Mfg. Co. 

American LaFrance Corp. 

Army’s Fire Service 

Automatic Sprinkler Corp. of America 

John Bean Div., Food Machinery 
& Chemical Corp. 

Blaw-Knox Co., Automatic Sprinkler 
Dept. 

Buffalo Fire Appliances (Fyr-Fyter Co.) 

Cardox Div., Chemetron Corp. 

Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

Globe Automatic Sprinkler (Fyr-Fyter 
Co.) 

Grinnell Co. 

Howe Fire Apparatus Co. 

Machine Products Corp. 

F. N. Mclntire Co. 

F. E. Myers & Bro. Co. 

National Foam System, Inc. 

Pyrene—C-0-Two (Fyr-Fyter Co.) 

Rockwood Sprinkler Co. 

M. L. Snyder & Son, Inc. 

Star Sprinkler Corp. 

Wooster Brass (Fyr-Fyter Co.) 

Fog 

Akron Brass Mfg. Co. 

W. D. Allen Mfg. Co. 

American Fire Apparatus Co. 

American Rubber Mfg. Co. 

Army’s Fire Service 

Automatic Sprinkler Corp. of America 

John Bean Div., Food Machinery 
& Chemical Corp. 

Blaw-Knox Co., Automatic Sprinkler 
Dept. 

Buffalo Fire Appliances (Fyr-Fyter Co.) 

Cardox Div., Chemetron Corp. 

Elkhart Brass Mfg. Co. 

Federal Fire Hose Mfg. Co. 

Fire Chex Corp. 

Fyr-Fyter Co. 

Ceneral Fire Extinguisher Corp. 

Globe Automatic Sprinkler (Fyr-Fyter 
Co.) 

Grinnell Co. 

Howe Fire Apparatus Co. 

Machine Products Corp. 

F. N. McIntire Co. 

F. E. Myers & Bro. Co, 

Powhatan Brass & Iron Works, Inc. 

Raisler Sprinkler Div., Raisler Corp. 

Reliable Automatic Sprinkler Co., Inc 

Rockwood Sprinkler Co. 

Seco Mfg., Inc. 

M. L. Snyder & Son, Inc. 

Star Sprinkler Corp. 

Western Fire Equipment Co. 

Wirt & Knox Mfg. Co. 

Wooster Brass (Fyr-Fyter Co.) 


Heavy Stream 


Akron Brass Mfg. Co. 

American LaFrance Corp. 

American Rubber Mfg. Co, 

Buffalo Fire Appliances (Fyr-Fyter Co.) 
Samuel Eastman Co., Inc. 

Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

Howe Fire Apparatus Co. 

Machine Products Corp. 

F. N. McIntire Co. 

F. E. Myers & Bro. Co, 

Powhatan Brass & Iron Works, Inc. 


Rockwood Sprinkler Co. 

M. L. Snyder & Son, Inc. 

Wirt & Knox Mfg. Co. 
Wooster Brass (Fyr-Fyter Co.) 


Pipes, Play 


Akron Brass Mfg. Co. 

W. D. Allen Mfg. Co. 

American LaFrance Corp. 
American Rubber Mfg. Co. 

Buffalo Fire Appliances (Fyr-Fyter Co.) 
Samuel Eastman Co., Inc. 

Elkhart Brass Mfg. Co. 

Federal Fire Hose Mfg. Co. 
Fyr-Fyter Co. 

Howe Fire Apparatus Co. 

Machine Products Corp. 

F. N. McIntire Co. 

Powhatan Brass & Iron Works, Inc. 
Pyrene—C-0-Two (Fyr-Fyter Co.) 
Rockwood Sprinkler Co. 

Seco Mfg., Inc. 

M. L. Snyder & Son, Inc. 

Western Fire Equipment Co. 

Wirt & Knox Mfg. Co. 


Wooster Brass (Fyr-Fyter Co.) 


Shutoff 


Akron Brass Mfg. Co. 

W. D. Allen Mfg. Co. 

American LaFrance Corp. 
American Rubber Mfg. Co. 

Buffalo Fire Appliances (Fyr-Fyter Co.) 
Samuel Eastman Co., Inc. 

Elkhart Brass Mfg. Co. 

Federal Fire Hose Mfg. Co. 
Fyr-Fyter Co. 

Howe Fire Apparatus Co. 

Machine Products Corp. 

F. N. McIntire Co. 

Powhatan Brass & Iron Works, Inc. 
Pyrene—C-0-Two (Fyr-Fyter Co.) 
Rockwood Sprinkler Co. 

M. L. Snyder & Son, Inc. 
Western Fire Equipment Co. 

Wirt & Knox Mfg. Co. 


Wooster Brass (Fyr-Fyter Co.) 


Spray (Water) 


Akron Brass Mfg. Co. 

W. D. Allen Mfg. Co. 

American LaFrance Corp. 

John Bean Div., Food Machinery & 
Chemical Corp. 

Boston Woven Hose & Rubber Div. 
American Biltrite Rubber Co. 

Buffalo Fire Appliances (Fyr-Fyter Co.) 

Cardox Div., Chemetron Corp. 

Samuel Eastman Co., Inc. 

Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

Globe Automatic Sprinkler 
(Fyr-Fyter Co.) 

Grimes Sprinkler Div., Raisler Corp. 

Grinnell Co., Inc. 

Howe Fire Apparatus Co. 

F. N. Mclatire Co. 

F. E. Myers & Bro. Co. 

National Foam System, Inc. 

Powhatan Brass & Iron Works, Inc. 

Pyrene—C-0-Two (Fyr-Fyter Co.) 

Raisler Sprinkler Div., Raisler Corp. 

Reliable Automatic Sprinkler Co., Inc. 

Rockwood Sprinkler Co. 

Seco Mfg., Inc. 

D. B. Smith & Co., Inc. 

M. L. Snyder & Son, Inc. 
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NOZZLES ... 


Star Sprinkler Corp. 

Viking Corp. 

Western Fire Equipment Co. 
Wirt & Knox Mfg. Co. 
Wooster Brass (Fyr-Fyter Co.) 


Spray (Other) 


Akron Brass Mfg. Co. 

John Bean Div., Food Machinery & 
Chemical Corp. 

Central Safety Equipment Co. 

Fyr-Fyter Co. 

Grimes Sprinkler Div.. Raisler Corp. 

F. N. McIntire Co. 

F. E. Myers & Bro. Co. 

Powhatan Brass & Iron Works, Inc. 

Raisler Sprinkler Div., Raisler Corp. 

Rockwood Sprinkler Co. 

D. B. Smith & Co., Inc. 

Wooster Brass (Fyr-Fyter Co.) 


OXYGEN REVIVING 
APPARATUS 


Airways 


J. H. Emerson Co. 

Globe Industries, Inc. 

Johnson & Johnson Co. 

Medical Supply Co. 

Mine Safety Appliances Co. 

Oxygen Equipment & Service Co. 
Willson Products Div., Ray-O-Vac Co. 


Inhaletors 


Bomgardner Mfg. Co. 

Cycle-Flo Co. 

W. S. Darley & Co. 

Davis Emergency Equipment Co., Inc. 

Geo. W. Diener Mfg. Co. 

J. H. Emerson Co. 

Globe Industries, Inc. 

Machine Products Corp. 

Mine Safety Appliances Co. 

J. J. Monaghan Co., Inc. 

National Cylinder Gas Co. 

Ohio Chemical & Surgical Equipment 
Co. 

Oxygen Equipment & Service Co. 

Rockwood Sprinkler Co. 

Safety First Supply Co. 

Scott Aviation Corp. 

Stephenson Corp. 


Resuscitators 


Bomgardner Mfg. Co. 

W. S. Darley & Co. 

Davis Emergency Equipment Co., Inc. 

Geo. W. Diener Mfg. Co. 

J. H. Emersen Co. 

Fyr-Fyter Co. 

Globe Industries, Inc. 

Machine Products Corp. 

Mine Safety Appliances Co. 

J. J. Monaghan Co., Ine. 

National Cylinder Gas Co. 

Ohio Chemical & Surgical Equipment 
Co. 

Oxygen Equipment & Service Co. 

Safety First Supply Co. 

Stephenson Corp. 


PUMPS 
Fire Apparatus 


American Fire Apparatus Co. 
American Fire Pump Co. 


American LaFrance Corp. 

Barnes Mfg. Co. 

John Bean Div., Food Machinery & 
Chemical Corp. 

W. S. Darley & Co. 

Fairbanks, Morse & Co. 

General Electric Co. (turbines) 

General Fire Extinguisher Corp. 

Gorman-Rupp Co. 

Hale Fire Pump Co. 

Howe Fire Apparatus Co. 

Ingersoll-Rand Co. 

F. E. Myers & Bro. Co. 

National Alarm Corp. 

Peerless Pump Div., Food Machinery 
& Chemical Corp. 

Porto Pump, Inc. 

Seagrave Corp. 

Waterous Co. 


Hand 


Akron Brass Mfg. Co. 

Blackmer Pump Co. 

Buffalo Fire Appliances (Fyr-Fyter Co.) 
Fyr-Fyter Co. 

General Fire Extinguisher Corp. 

F. E. Myers & Bro. Co. 

Protectoseal Co. 

D. B. Smith & Co., Inc. 

Tokheim Corp. 

Western Fire Equipment Co. 


High Pressure 


American Fire Pump Co. 

John Bean Div., Food Machinery & 
Chemical Corp. 

W. S. Darley & Co. 

Fairbanks, Morse & Co. 








) \ <NEERAa ees 
r . 


enh ‘| 
ry, 








flutocall” REMOTE STATION SYSTEM 
provides 24-hour-a-day automatic fire protection 
... Instantly summons the fire department 


This is the kind of protection your 
schools, hospitals, public buildings and 
industrial plants need .. . constant pro- 
tection even when premises are unoccu- 
pied, no delay in calling the fire depart- 
ment, and foolproof operation with no 
chance for false alarms. 


Complete electrical supervision warns 
of power failures and circuit faults at 
both the fire station and protected prop- 
erty. It also insures proper restored 
operation after trouble or alarm signals 
have been silenced. 


This is the most reliable fire protec- 
tion you can recommend...and the 


added safeguards cost the property 
owner no more than many conven- 
tional systems. 


GET YOUR COPY NOW! 


Write for Autocall’s Remote Fire 
Alarm brochure. Gives you the 
needed information to help 
your people plan the finest 
in fire protection systems. 


flutocall 


FIRE PROTECTION SYSTEMS SINCE 1908 


THE AUTOCALL COMPANY + SHELBY, OHIO + SALES OFFICES IN PRINCIPAL CITIES 


Circle No. 70 on reader service card 
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Circle No, 76 on reader service card 


STOP 
HEARING 

LOSS 

BEFORE 
IT STARTS 


Use the H. H. Scott Portable 
SOUND LEVEL METER 


Extensive research has proven that continued high 
noise levels can reduce efficiency and cause per- 
manent hearing loss to employees. Prevent hearing 
loss, increase efficiency by policing your work areas 
regularly with the portable H.H. Scott Sound Level 
Meter. 


@ Compact — weighs only 2 pounds @ Easy to operate 
for non-technical personnel @ _ Flashlight-sized; 
battery powered @ Meets requirements of American 
Standards Association @ Rugged Construction for 
years of service @ Winner of Electrical Manufacturing 
Award for ‘Outstanding Achievement in Product 
Design.” 

Designed for use with the H.H. Scott Portable Sound 
Analyzer when detailed analysis of noise is required. 


WRITE FOR YOUR FREE 
CATALOG OF H.H. SCOTT 
SOUND INSTRUMENTS 


H. H. SCOTT INC, Dept. 0-6, 111 Powdermill Road, Maynard, Mass. 
Export: Telesco International Corp., 36 W. 40th St., N.Y.C, 
YiNVNVANAANANAEESUTESER TRATES TGA GSAS AUSSI 





SAFETY + COMFORT 


New headgear on Jackson fiber glass and alumi- 
num safety hats and caps sets a fixed 14-inch 
safety margin between top of head and hat shell, 
yet permits ample adjustment for good fit and 
comfort. 

Cradle, Headband and four T-Straps, all of poly- 
ethylene, form a smooth, shock absorbing, easy 
to clean assembly. While the cradle, fastened 
directly to the hat shell, provides the fixed safety 
margin, the connecting T-straps enable the 
headband to be easily raised, lowered and even 
tilted by-pushbuttons and tabs. 


It is equally simple to adjust the headband with 
its attached, all-around sweatband to clearly 
marked hat sizes 6% through 7% ”. 


Jackson Products 
Fait BEOUCTION SALCS.CO.A.DWISION OF AIR DUCTION 1M 


31739 Mound Road, Warren, Michigan 


Sold Everywhere by Better Welding Supply 
and Safety Products Distributors 


Add to the safety of your present 
Jackson hats and caps (fiber glass 
and aluminum) by installing this 
new, all-plastic headgear, part 83. 
Simply pull up on the metal 
hangers that are riveted to the 
shell, slip on the slotted cradle 
straps, then push hangers down. 
Once installed, the all-plastic 
headgear will prove very durable. 
However... 


if only the new soft-lined leather- 
ette sweatband needs replacing, 
you only need part 84, above. 


\ 


To replace part 84, pull it loose 
from the T-straps by hand and 
fasten the new part by snapping 
the studs of the T-straps into the 
desired holes. No tools needed. 


a 


Jackson fiber glass and aluminum 
safety hats and caps pass all 
known government and industry 
requirements however adjusted. 





PUMPS... 


Gorman-Rupp Co. 

Hale Fire Pump Co. 
Howe Fire Apparatus Co. 
Ingersoll-Rand Co. 

F. E. Myers & Bro. Co. 
Porto Pump, Inc. 
Seagrave Corp. 
Waterous Co. 
Worthington Corp. 


Portable 


American Fire Pump Co. 
Barnes Mfg. Co. 
John Bean Div., Food Machinery & 
Chemical Corp. 
Champion Sprayer Co. 
W. S. Darley & Co. 
Fairbanks, Morse & Co. 
Hale Fire Pump Co. 
Howe Fire Apparatus Co. 
F, E. Myers & Bro. Co. 
Parco Products Co. 
Porto Pump, Inc. 
Protectoseal Co. 
D. B. Smith & Co., Inc. 
Tokheim Corp. 


RADIOS (Two-Way) 


Bendix Corp.—Radio Div. 

Motorola Communications & Electronics, 
Inc. 

Radio Corp. of America 


RESCUE EQUIPMENT 


Atlas Safety Equipment Co., Inc. 
Cotton Goods Mfg. Co. 

Fyrepel Products, Inc. 
Industrial Gloves Co. 

Medical Supply Co. 

Mine Safety Appliances Co. 

C. D. Pike & Fire Hook Mfg. Co. 
H. K. Porter, Inc. 

Safety Clothing & Equipment Co. 
Scott Aviation Corp. 

Stebco Industries, Inc. 

Wheeler Protective Apparel, Inc. 


RESPIRATORY PROTECTIVE 
EQUIPMENT 


Air Breathing 


Acme Protection Equipment Co. 

Bomgardner Mfg. Co. 

E. D. Bullard Co. 

Cycle-Flo Co. 

Davis Emergency Equipment Co., Inc. 

Globe Industries, Inc. 

Mine Safety Appliances Co. 

Ohio Chemical & Surgical Equipment 
Co. 

Oxygen Equipment & Service Co. 

Pulmosan Safety Equipment Corp. 

Scott Aviation Corp. 


Masks 


Acme Protection Equipment Co 

E. D. Bullard Co. 

Davis Emergency Equipment Co., Inc. 
Fyr-Fyter Co. 

Globe Industries, Inc. 

Mine Safety Appliances Co. 

J. J. Monaghan Co., Inc. 

Pulmosan Safety Equipment Corp. 
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RESPIRATORY... 


Rockwood Sprinkler Co. 

Safety Clothing & Equipment Co. 
Scott Aviation Corp. 

Willson Products Div., Ray-O-Vac Co. 


Oxygen Breathing 

Acme Protection Equipment Co. 

Bomgardner Mfg. Co. 

Cycle-Flo Co. 

Davis Emergency Equipment Co., Inc. 

Fyr-Fyter Co. 

Globe Industries, Inc. 

Mine Safety Appliances Co. 

J. J. Monaghan Co., Inc. 

National Cylinder Gas Co., Inc. 

Ohio Chemical & Surgical Equipment 
Co. 

Oxygen Equipment & Service Co. 

Oxy-Swig, Inc. 

Rockwood Sprinkle r Co. 


Respirators 

American Optical Co. 

Cycle-Flo Co. 

Davis Emergency Equipment Co., Inc. 

Geo. W. Diener Mfg. Co. 

J. H. Emerson Co. 

Globe Industries Ine. 

Mine Safety Appliances Co. 

J. J. Monaghan Co., Inc. 

National Cylinder Gas Co., Inc. 

Ohio Chemical & Surgical Equipment 
Co. 

Pulmosan Safety Equipment Corp. 

Rockwood Sprinkler Co. 

Scott Aviation Corp. 

M. L. Snyder & Son, Inc. 


Accessories 


Acme Protection Equipment Co. 

Mine Safety Appliances Co. 

J. J. Monaghan Co., Inc. 

National Cylinder Gas Co., Inc. 

Ohio Chemical & Surgical Equipment 
Co. 

Oxygen Equipment & Service Co. 

Scott Aviation Corp. 


SAFETY CANS, CONTAINERS 


Cans, Receptacles 

S. G. Adams Co. 

Bennett Mfg. Co. 

E. D. Bullard Co. 

Buffalo Fire Appliances (Fyr-Fyter Co.) 
Geo. W. Diener Mfg. Co. 

Eagle Mfg. Co. 

Fyr-Fyter Co. 

General Fire Extinguisher Corp. 
Justrite Mfg. Co. 

Protectoseal Co. 

Safety Clothing & Equipment Co. 
M. L. Snyder & Son, Inc. 

Wirt & Knox Mfg. Co. 

Witt Cornice Co. 


Containers 


Bennett Mfg. Co. 

Central Safety Equipment Co. 
General Fire Extinguisher Corp. 
Justrite Mfg. Co. 

Protectoseal Co. 

Safety Clothing & Equipment Co. 
Safety Floor Products Co. 
Standard Industrial Products Co. 
Witt Cornice Co. 


Covers, Lids 


Witt Cornice Co. 
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Oily Waste Cans 


Ex-Cell Metal Products, Inc. 
Justrite Mfg. Co. 
Protectoseal Co. 

M. L. Snyder & Son, Inc. 
Witt Cornice Co. 


Smoking Receptacles 


Bennett Mfg. Co. 

Ex-Cell Metal Products, Inc. 
Notte Safety Appliances Co. 
Protectoseal Co. 

Safety Floor Products Co. 
Standard Industrial Products Co. 


Tanks 


S. G. Adams Co. 
American Safety Tank Co. 
Bennett Mfg. Co. 
Protectoseal Co. 

Wirt & Knox Mfg. Co. 


Waste Disposal Units 

S. G. Adams Co. 

Bennett Mfg. Co. 

E. D. Bullard Co. 

Geo. W. Diener Mfg. Co. 
Justrite Mfg. Co. 

F. H. Lawson Co. 
Protectoseal Co. 

Safety Clothing & Equipment Co. 
Safety Floor Products, Inc. 
Witt Cornice Co. 


SHIELDS, COVERS 


Canvas Shields 

Cotton Goods Mfg. Co. 

C. R. Daniels, Inc. 

Frommelt Industries 

Fulton Cotton Mills 

Fyrepel Products, Inc. 

Wm. E. Hooper & Sons Co. 
Industrial Gloves Co. 

Industrial Products Co. 
Industrial Safety Specialties Co. 
Pulmosan Safety Equipment Corp. 
Safety Clothing & Equipment Co. 
Singer Glove Mfg. Co. 
Wheeler Protective Apparel, Inc. 


Fire Shields 


American LaFrance Corp. 
Cotton Goods Mfg. Co. 

C. R. Daniels, Inc. 

Frommelt Industries 

Fyrepel Products, Inc. 
Industrial Gloves Co. 

Industrial Products Co. 

National Foam System, Inc. 
Pulmosan Safety Equipment Corp. 
Safety Clothing & Equipment Co. 
Singer Glove Mfg. Co. 

Western Fire Equipment Co. 
Wheeler Protective Apparel, Inc. 


Salvage Covers 


Bennett Mfg. Co. 

C. R. Daniels, Inc. 

Frommelt Industries 

Fulton Cotton Mills 

Fyrepel Products, Inc. 

Wm. E. Hooper & Sons Co. 
Hoosier Tarpaulin & Canvas Goods Co. 
Industrial Gloves Co. 

Industrial Products Co. 
Industrial Safety Specialties Co. 
Safety Clothing & Equipment Co. 
Singer Glove Mfg. Co. 


M. L. Snyder & Son, Inc. 
Wheeler Protective Apparel, Inc. 


Welding Curtains 

American Optical Co. 

Bemis Bros. Bag Co. 

E. D. Bullard Co. 

Central Safety Equipment Co. 
Cotton Goods Mfg. Co. 

C. R. Daniels, Inc. 

Frommelt Industries 

Fulton Cotton Mills 

Fyrepel Products, Inc. 
Industrial Gloves Co. 

Industrial Products Co. 
Pulmosan Safety Equipment Corp. 
Safety Clothing & Equipment Co. 
Singer Glove Mfg. Co. 

Standard Safety Equipment Co. 
Wheeler Protective Apparel, Inc. 


SIGNS, FIRE PREVENTION 


Ad-O-Plastics 

A. C. Davenport & Son, Inc. 

Eastern Metal of Elmira 

Elliott Service Co. 

Industrial Products Co. 

Mine Safety Appliances Co. 

Minnesota Mining & Mfg. Co.— 
Reflective Sheeting Div. 

National Trophy Sales, Inc. 

Prairie State Products Co. 

Ready Made Sign Co., Inc. 

Safety Clothing & Equipment Co. 

Sargent-Sowell Co. 

Schwerdtle Stamp Co. 

Standard Signs, Inc. 

Stonehouse Signs, Inc. 

Watchemoket Optical Co., Inc. 


SMOKE DETECTORS 
American District Telegraph Co. 
Cardox Div., Chemetron Corp. 
Central Station Signals, Inc. 

Walter Kidde & Co., Inc. 
Pyrene—C-O-Two (Fyr-Fyter Co.) 
Pyrotronics Div., Baker Industries Inc. 
Randolph Laboratories, Inc. 


SPRINKLER SYSTEMS 


Automatic 


Ansul Chemical Co. 

Automatic Sprinkler Corp. of America 

Blaw-Knox Co., Automatic Sprinkler 
Dept. 

Central Station Signals, Inc. 

Globe Automatic Sprinkler (Fyr-Fyter 
Co.) 

Grimes Sprinkler Div., Raisler Corp. 

Grinnell Co., Inc. 

Raisler Sprinkler Div., Raisler Corp. 

Reliable Automatic Sprinkler Co., Inc 

Rockwood Sprinkler Co. 

Star Sprinkler Corp. 

Viking Corp. 

Heads 

Akron Brass Mfg. Co. 

Automatic Sprinkler Corp. of America 

Blaw-Knox Co., Automatic Sprinkler 
Dept. 

Fyr-Fyter Co. 

Globe Automatic Sprinkler 
(Fyr-Fyter Co.) 

Grimes Sprinkler Div., Raisler Corp. 
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Developed 

For Companies 
Putting A High 
Priority 

On Safety 


Metal Arts Safety Awards Plan is a 
proven success. It is a practical incentive 
plan keeping employees interested 

in their personal safety records. Plants 
now using this plan report reduction of 
insurance rates, accident frequency and 


accident costs. 


FREE—a Metal Arts Safety Awards Plan tailored 
to the needs of your firm. Brochure giving details 
may be had by writing directly to us, or use Reader 
Service Card. 


METAL ARTS COMPANY 


742 Portland Avenue Dept. 9-B Rochester 21, N.Y. 











Where there’s smoke 


there should be 
2 


STEPHENSON 
MINUTEMAN 
RESUSCITATOR 





Here’s the MINUTEMAN RESUSCITATOR in a nutshell: 


SMALL 24" x 8%" x 7%". 
LIGHT under 30 Ibs. with tank. 


VERSATILE resuscitator, inhalator and aspirator, all in one 
instrument. With extra Midget attachment, the 
MINUTEMAN will resuscitate 2 patients and 


aspirate a third simultaneously. 


ECONOMICAL operates 40 minutes with D cylinder, 


WIDE RANGE pressures adjustable from Adult to Inrant, with 
manual override when needed. Easily regulated to 
mixtures from 100% oxygen to 50% oxygen and 


50% nitrogen from the air. 


[_] Please send Minuteman Folder F-24 
[_] Please send free bulletin “Breath of Life” 


(J Please arrange for demonstration 
I 





ee 





Represented in Canada STREET eet) 





by Wilson & Cousins, Toronto 
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SPRINKLER SYSTEMS... 


Grinnell Co., Inc. 

Pyrene—C-O-Two (Fyr-Fyter Co.) 
Raisler Sprinkler Div., Raisler Corp. 
Reliable Automatic Sprinkler Co., In 
Rockwood Sprinkler Co. 

Star Sprinkler Corp. 

Viking Corp. 


Pipe 

Automatic Sprinkler Corp. of America 

Blaw-Knox Co., Automatic Sprinkler 
Dept. 

Fyr-Fyter Co. 

Globe Automatic Sprinkler (Fyr-Fyter 
Co.) 

Grinnell Co. 

Pyrene—C-O-Two (Fyr-Fyter Co.) 

Viking Corp. 


Systems 


Automatic Sprinkler Corp. of America 

Blaw-Knox Co., Automatic Sprinkler 
Dept. 

Globe Automatic Sprinkler (Fyr-Fyter 
Co.) 

Grinnell Co., Inc. 

Raisler Sprinkler Div., Raisler Corp. 

Reliable Automatic Sprinkler Co., Inc. 

Rockwood Sprinkler Co. 

M. L. Snyder & Son, Inc. 

Star Sprinkler Corp. 

Viking Corp. 


Valves 


Automatic Sprinkler Corp. of America 

Coppus Engineering Corp. 

Globe Automatic Sprinkler (Fyr-Fyter 
Co.) 

Grimes Sprinkler Div., Raisler Corp. 

Grinnell Co., Inc. 

M & H Valve & Fittings Co. 

Mueller Co. 

Powhatan Brass & Iron Works, Inc. 

Raisler Sprinkler Div., Raisler Corp. 

Reliable Automatic Sprinkler Co., Inc. 

Rockwood Sprinkler Co. 

Star Sprinkler Corp. 


STATIC NEUTRALIZERS 


Statikil, Inc. 


STRETCHERS 


Bomgardner Mfg. Co. 

E. D. Bullard Co. 

Central Safety Equipment Co. 
Davis Emergency Equipment Co., Inc 
Emergency Aids Co. 

Ferno Mfg. Co. 

Frank Mfg. Co., Inc. 

A. E. Halperin Co., Inc. 

Junkin Safety Appliance Co., Inc. 
Mine Safety Appliances Co. 
Medical Supply Co. 

A. Smith & Son, Inc. 

Safety Clothing & Equipment Co. 
Safety First Supply Co. 
Washington Products Co. 

Wirt & Knox Mfg. Co. 


TOOLS 


Forcible Entry 


Atlas Safety Equipment Co., Ine. 
Akron Brass Mfg. Co., Inc. 
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TOOLS... 


Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

C. D. Pike & Fire Hook Mfg. Corp. 
H. K. Porter, Inc. 

M. L. Snyder & Son, Inc. 

Stebco Industries, Inc. 

Wooster Brass (Fyr-Fyter Co.) 


Hydrant Wrenches 


Akron Brass Mfg. Co. 

W. D. Allen Mfg. Co. 

B & M Siren Mfg. Co. 

Buffalo Fire Appliances 
Co.) 

Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

Howe Fire Apparatus Co. 

Powhatan Brass & Iron Works, Inc. 

Pyrene—C-0-Two (Fyr-Fyter Co.) 

M. L. Snyder & Son, Inc. 

S-T Hydrant Wrench Co. 

Western Fire Equipment Co. 

Wooster Brass (Fyr-Fyter Co.) 


(Fyr-Fyter 


Non-Sparking Tools 


Ampco Metal, Inc. 
Beryllium Corp. 
Ingersoll-Rand Co. 


WATCHCLOCK SYSTEMS 


American District Telegraph Co. 

Chicago Watchclock Co. (See Detex 
Corp.) 

Detex Corp. 


WEARING APPAREL 


Asbestos Clothing 


American Optical Co. 

E. D. Bullard Co. 

Frommelt Industries 

Fyrepel Products, Inc. 

Industrial Gloves Co. 

Industrial Products Co. 

Industrial Safety Specialties Co. 
Jaxco, luc. 

Mine Safety Appliances Co. 
Pulmosan Safety Equipment Corp. 
Raybestos-Manhattan, Inc. 

Safety Clothing & Equipment Co. 
Wheeler Protective Apparel, Inc. 


Boots 


Beacon Falls Rubber Footwear 

Cairns & Brother, Inc. 

Fyr-Fyter Co. 

Goodall Rubber Co. 

B. F. Goodrich Footwear & Flooring Co. 
Mine Safety Appliances Co. 

M. L. Snyder & Son, Inc. 

U. S. Rubber Co. 


Clothing, Canvas, Rubber 


Robin W. Adair Co., Inc. 
American Optical Co. 

Beacon Falls Rubber Footwear 
Cairns & Brother, Inc. 

Cooley, Inc. 

Frommelt Industries 

Fyr-Fyter Co. 

Globe Mfg. Co. 

Goodall Rubber Co. 

B. F. Goodrich Industrial Products Co. 
Industrial Gloves Co. 
Industrial Products Co. 
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Industrial Safety Specialties Co. 
Janesville Apparel Co. 
Midwestern Safety Mfg. Co. 
Mine Safety Appliances Co. 
Morning Pride Mfg. Co. 
Pulmosan Safety Equipment Corp. 
Raybestos-Manhattan, Inc. 
Safety Clothing & Equipment Co. 
M. L. Snyder & Son, Inc. 

U. S. Rubber Co. 

Wheeler Protective Apparel, Inc. 


Fire Rescue Suits 


Cooley, Inc. 

Fyrepel Products, Inc. 

Industrial Gloves Co. 

Industrial Products Co. 

Industrial Safety Specialties Co. 
Mine Safety Appliances Co. 
Pulmosan Safety Equipment Corp. 
Safety Clothing & Equipment Co. 
Standard Safety Equipment Co. 
Wheeler Protective Apparel, Inc. 


Hats, Caps, Uniforms 
E. D. Bullard Co. 
Cooley, Inc. 

Fyrepel Products, Inc. 
Fyr-Fyter Co. 


B. F. Goodrich Industrial Products Co. 


Industrial Gloves Co. 

Mine Safety Appliances Co. 
Pulmosan Safety Equipment Corp. 
Safety Clothing & Equipment Co. 
M. L. Snyder & Son, Inc. 


Wheeler Protective Apparel, Inc. 


Helmets 


American Optical Co. 

E. D. Bullard Co. 

Cairns & Brother, Inc. 
Fyr-Fyter Co. 

Industrial Gloves Co. 

Industrial Products Co. 

Mine Safety Appliances Co. 
Morning Pride Mfg. Co. 
Pulmosan Safety Equipment Corp. 
Safety Clothing & Equipment Co. 
Safety First Supply Co. 

Wheeler Protective Apparel, Inc. 


WETTING AGENTS 


Compounds 


Akron Brass Mfg. Co. 

American LaFrance Corp. 
Aquadyne Corp. 

Buffalo Fire Appliances (Fyr-Fyter Co.) 
W. S. Darley & Co. 

Firewater Co. 

Fyr-Fyter Co. 

General Fire Extinguisher Corp. 
E. F. Houghton & Co. 

National Foam System, Inc. 
Pyrene—C-O-Two (Fyr-Fyter Co.) 
Rockwood Sprinkler Co. 

M. L. Snyder & Son, Inc. 

S. G. Stevens Co. 





Part Ill of the Fire Protection 
Equipment Guide-Directory of 


Trade Names starts on page 97. 














LATEST ADVANCE 
IN 


VISUAL AIDS 


PEP UP YOUR 


PRESENTATION ... 
. with this 

lightweight 

aluminum portable 

easel. Rigidly 

supported on four 

legs. Arlington’s 

easel combines 


beauty and utility. 


5 way 


easel as chalkboard 


PRESENTATION EASEL 


@ Poper Pod Presentations @ Blackbeard Cholktolks 
@ Flip Chart Presentetions 


@ Point-of-Purchase Posters 


ONLY $4 2a sO 


Send for free literature 


ARLINGTON 


19010 W. Davison ° 


ALUMINUM COMPANY 
Detroit 23, Michigan 


-----— 


lease send me complete information on 


the Arlington 5-way Presentation Easel. | 


nome 





title 





company 





oddress 


state. | 
Oe OUD 
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@ Card Chart Speeches 


Catalogs From SA-SO Showing 


Everything for Cities, Counties, State and Governmental Agencies, 
Police Departments, Fire Departments, Etc. . . . 





“Buy All Your Needs From One Source” 
Save $$$$$ — Send For Your 
FREE Copies Today! 


IRE NO. 105 FIRE 
= IGHTING NO. 106 POLICE 
= EQUIPMENT  \#7ESA, | NO. 107 MUNICIPAL 
=== CATALOG =e NO. 108 BADGE 








SAncent-SO we inc. 


GRAND PRAIMIE 1 PHONE AN 2.26 











== POLICE 

Municipal — EQUIPMENT 

Supplies = CATALOG 
Signs =a 


NO. 106 
AND 


Police 





SAngcent.$O wer, inc 


GOANO PRAM PHONE & 














Satisfaction Guaranteed 
or Your Money Refunded 


SArgent-SOwell, Inc. P.O. Box 810 Grand Prairie, Texas 
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Directory of Trade Names 


in the 

fire protection 
equipment 
field 








A 


Aaron—Soda-acid extinguishers. 
M. L. Snyder & Son, Inc. 
ABC Ati Crass—Extinguishers. 

Alim Corp. 

A.B.T.—Aerosol burn treatment. 
E. D. Bullard Co. 

Acme—Gas masks. 

Acme Protection Equipment Co. 

Acme—Soda-acid extinguishers. 

M. L. Snyder & Son, Inc. 

Action-Lites—Automotive, 
commercial warning lights. 

North American Signal Co. 

ADAPTABEL—Bells. 

Edwards Co., Inc. 

ApAPTAHORN—Horns. 

Edwards Co., Inc. 

ADT—Industrial alarm systems. 
American District Telegraph Co. 

Ap-O-PLastic—Warning signs. 
Ad-O-Plastics. 

Arro—Automatic fire alarm systems. 
American District Telegraph Co. 

Arro—Mill hose. 
Republic Rubber Div., Lee Rubber 
& Tire Corp. 

Arr-O-Foam—Foam liquid. 
National Foam System, Inc. 

Amr Foam—Sprinkler system. 
Automatic Sprinkler Corp. of America 

Arr Mask—Demand type masks. 

Mine Safety Appliances Co. 

Ar-Pax—Self-contained and extension 
hose model air units. 

Scott Aviation Corp. 

Asyax—Fire hose, booster hose. 
Hewitt Robins, Inc., Hewitt Rubber 
Div. 

Axpar—Automatic fire doors and shut- 
ters. 

Kinnear Mfg. Co. 

Axro-JetT—Nozzle. 

Akron Brass Mfg. Co. 

Axro-Mist—Fog nozzles. 

Akron Brass Mfg. Co. 

A.pi—Fire retardant paint. 

Albi Mfg. Co., Inc. 

ALtcoroamM—Generator powder. 
American LaFrance Corp. 

ALco-Lire—Aluminum, steel, fiberglass 
fire ladders. 

Aluminum Ladder Co. 

ALcospray—Spray nozzles. 

American LaFrance Corp. 

ALert—Watchclock. 

Detex Watchclock Co. 

A.rite— Portable CO; extinguishers, 
wheeled engine and fixed systems. 
American LaFrance Corp. 

ALL Viston—mask facepieces. 

Mine Safety Appliances Co. 

ALLENco—Hose, hose cabinets, racks, 
reels, couplings, spanners, axes, 
nozzles, siamese fittings, crowbars. 


W. D. Allen Mfg. Co. 
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ALLEN-FLEX—Fire hose. 
W. D. Allen Mfg. Co. 

ALL Purrpose—Gas mask canister. 
Acme Protection Equipment Co. 

Att Purpose—Foam liquid. 
Rockwood Sprinkler Co. 

Aut-Service—Canisters. 

Mine Safety Appliances Co. 

ALL-Vision—Face pieces. 

Mine Safety Appliances Co. 

ALLWEATHER—Fire hose. 
American LaFrance Corp. 

Att WeatHer—First aid kits. 
Mine Safety Appliances Co. 

Auzo-Lite—Floodlight. 

Benjamin Electric Mfg. Co. 

AmBASSADOR—Dacron hose. 
Fyr-Fyter Co. 

A MBLEWAGON—Ambulances. 
Automotive Conversion Corp 
Action-LITEs 

Automotive Conversion Corp. 

AMBULANDAU—Ambulances. 
Miller-Meteor Div., Divco-Wayne Corp. 

AMmERICAN—Synthetic rubber lined hose. 
American Rubber Mfg. Co. 

American—Motorized fire apparatus. 
American Fire Apparatus Co. 

AMERICAN—Safety fuel supply tanks. 
American Safety Tank Co. 

American LaFrance—Fire apparatus; 
hand, portable, and wheeled ex- 
tinguishers; nozzles; ladders; shields. 
American LaFrance Corp. 

Ampco—Non-sparking safety tools. 
Ampco Metal, Inc. 

Amvap—Automatic, low voltage fire 
locator system. 

Edwards Co., Inc. 

Ansut—Dry chemical, water, carbon 
dioxide extinguishers. 

Ansul Chemical Co. 

Aptan—Sprinkler system. 

Automatic Sprinkler Corp. of America 

Aqua-Foam—Foam nozzles. 

Cardox Div., Chemetron Corp. 

Agua-FoampakK — 
generator. 
Cardox Div., Chemetron Corp. 

Aoua Foc—Water nozzle. 
Cardox Div., Chemetron Corp. 

Aoua Gas—Water nozzle. 
Cardox Div., Chemetron Corp. 

Aqua Jet—Water spray nozzle. 
Cardox Div., Chemetron Corp. 


Automotive, 


Mechanized foam 


Arctic—Anti-freeze wheeled engines. 
American LaFrance Corp. 

ArpmMore—Hose reels and _ rollers. 
Ardmore Products 

ARISTOCRAT—Foam extinguishers. 
M. L. Snyder & Son, Inc. 

Arrow—Pump tank extinguisher. 
D. B. Smith & Co., Inc. 

Arrow—Soda-acid extinguishers. 
M. L. Snyder & Son, Inc. 

AsBestEX—Asbestos fire blankets. 
Frommelt Industries. 


AssBestos Fire-Fiter—Asbestos clothing. 
Industrial Gloves Co. 

Aspestos Fireman—Asbestos clothing, 
fire rescue suits. 

Wheeler Protective Apparel, Inc. 

AtLas—lInsulated crash axes, hatchets, 
rope ladders. 

Atlas Safety Equipment Co., Inc. 

Atmo—Fire detecting system. 

Kiddie Ultrasonic & Detection 
Alarms, Inc. 

AutTocaLL—Fire alarms and plant watch 
systems, break glass stations, bells, 
sprinkler supervisory. 

Autocall Co. 

\ UTOMATALITE 
units. 
Carpenter Mfg. Co. 

Auto-Stream—Fog nozzles. 
Akron Brass Mfg. Co. 


Emergency lighting 


B & M—Sirens. 

B & M Siren Mfg. Co. 

Barton-AMERICAN—Fire pumps. 
American Fire Pump Co. 

Bar-Way—High pressure couplings. 
Bar-Way Mfg. Co. 

Beacon-Ray—Warning lights. 

Federal Sign & Signal Corp. 

BeamM-O-Matic—Automatic emergency 
lights. 

U-C Lite Mfg. Co. 

Bean—lIndustrial high-pressure fog fire 
fighters and apparatus. 

John Bean Div., Food Machinery & 
Chemical Corp. 

BenyamMin—Industrial fire alarm sys- 
tems, horns, sirens, and floodlights. 
Benjamin Electric Mfg. Co. 

Bennett Bitt—Waste disposal units. 
Bennett Mfg. Co. 

BeryLtco—Non-sparking safety tools. 
Beryllium Corp. 

Bic Beam—Flares, hand lights, warning 
lights, emergency lighting units. 
U-C Lite Mfg. Co. 

Bic Torp—Self-closing lid. 

Witt Cornice Co. 

Bi-Laterat—Cotton rubber lined fire 
hose. 

Bi-Lateral Fire Hose Co. 

Br-Rott—Fire hose. 

Hewitt Robins, Inc., Hewitt Rubber 
Div. 

BLack-Wivow—Deluge nozzle. 

Akron Brass Mfg. Co. 

BLAcKINTON—Badges, insignia. 

V. H. Blackinton Co., Inc. 

Biaze BrakeR—Welding curtains. 
Fulton Cotton Mills. 

B-L-B—Rubber Masks. 

Ohio Chemical & Surgical Equipment 
Co. 

Butz Buccy—Small high pressure fire 
trucks. 

Blitz Buggy Co. 





Buizzarv—Dry chemical powder extin- 
guisher. 

M. L. Snyder & Son, Inc. 

BLtockote—Vapor and acid barrier fab- 
rics. 

Wheeler Protective Apparel, Inc. 

Biue Rispon—Wooden, metal ladders. 
Goshen Mfy. Co., Inc. 

BoarpmMaN—Motorized fire apparatus. 
Boardman Co. 

BomGaRDNER—Cots, inhalators, resusci- 
tators, respirators, stretchers. 
Bomgardner Mfg. Co. 

Boston—Nozzles, hose. 

Boston Woven Hose & Rubber Div., 
American Biltrite Rubber Co. 

Boyver—Fire apparatus. 

Universal Fire Apparatus Corp. 

Brac-Kit—First aid kit. 

Davis Emergency Equipment Co., Inc. 

BraxMarn—Badges, insignia. 

C. G. Braxmar Co., Inc. 

BrEAKSTONE—CO, extinguisher. 

M. L. Snyder & Son, Inc. 

BrReEATHE-LirE TRAINER—Training de- 
vice for M/M resuscitation. 

Medical Supply Co. 

BresNan—Cellar pipe nozzles. 

Elkhart Brass Mfg. Co. 

BuckEyE—Nozzles, hose, accessories. 
Machine Products Corp. 

BurraLo Branp — Fire engine suction 
hose. 

Hewitt Robins, Inc., Hewitt Rubber 
Div. 


Burraco—CO:, dry chemical, foam, 


soda-acid, vaporizing liquid, water, 


wheeled extinguishers. 
Buffalo Fire Appliances (Fyr-Fyter 
Co.) 


Butt Doc—Fire hose, cotton rubber 
lined. 
Boston Woven Hose & Rubber Div., 
American Biltrite Rubber Co. 
BuRN-QuEL—Aerosol burn spray. 
A. E. Halperin Co., Inc. 
Butt-SNuFFERS—Smoking receptacles, 
Safety Floor Products Co. 


Cc 


Captain—Vaporizing liquid extinguish- 
er (hand pump). 
Fyr-Fyter Co. 

Carpox — COs, fire trucks, foam fire 
trucks, trailerized fire equipment, 
built-in CO. systems. 

Cardox Div., Chemetron Corp. 

Carrone—Mobile radio equipment. 
Radio Corp. of America 

CaArRPENTER-LIGHTS—A utomatic emer- 
gency, emergency, and warning lights. 
Carpenter Mfg. Co. 

Carry Ez—Chair. 

Bomgardner Mfg. Co. 

C-D-C—Foam-compatible dry chemical. 
Ansul Chemical Co. 

CELLULUBE—Fire-resistant hydraulic 
fluid. 

Celanese Chemical Co. 

CELLUTHERM—Synthetic high tempera- 
ture lubricant. 

Celanese Chemical Co. 

CentraL Station—Water extinguisher. 
Fyr-Fyter Co. 

Cuair Cot—Stretchers. 

Bomgardner Mfg. Co. 

CHALLENGER—Wheeled foamite engine. 
American LaFrance Corp. 


CuaLtencer—Motorized fire apparatus. 
Sharpsville Steel Fabricators, Inc. 
Cuampion—Knapsack fire pumps. 
Champion Sprayer Co. 
Cuameion — Motor apparatus fire 
pumps. 
W.S. Darley & Co. 
Cuemocrat—Respirator. 
Pulmosan Safety Equipment Corp. 
Cuemox—Self-contained breathing ap 
paratus. 
Mine Safety Appliances Co. 
Cuitr—Shutoff nozzles, 
Elkhart Brass Mfg. Co. 
CircuL-Ain—Hose washers, dryers, cab- 
inets, racks. 
Circul-Air Corp. 
CM-7—Vaporizing liquid fire extinguish- 
ing agent. 
Red Comet, Inc. 
ConarpitE—Wire cutters. 
H. K. Porter, Inc. 
Co.tp-Foam—Foam liquid (for -20°F). 
National Foam System, Inc. 
Cotrapsi-Cot—Stretchers. 
Emergency Aids Co. 
Comet—Watchclocks. 
Chicago Watchclock Co. (See Detex 
Watchclock Corp.) 
Commanvo—Pumpers, tank trucks. 
Progress Mfg. Co., Inc. 
Convor—Fire hose. 
Raybestos-Manhattan, Inc. 
Controt-FLo—Valves, fire hose valves. 
Fyr-Fyter Co. 
C-0-Two—Fire extinguishers, built-in 
extinguishing systems, built-in smoke 
and heat detecting systems. 


Fyr-Fyter Co. 
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this close-approach and fire entry equipment 


The famous WHEELER \Filkit IXIN((, 


... unmatched for fire entry 


Sturdy, 3-ply fire entry suit. Famous Tropic-Weave underwriter’s 


grade aluminized asbestos as outer layer. 100% wool middle 


layer. Neoprene coated fiberglas inner layer is vapor and liquid 
barrier against acids, live steam, etc. Hard hat built into helmet 


... pyrex vision piece... federally approved one-piece zipper 


. ample room for air pack inside. The standard for industrial 


and municipal departments. Ask your distributor or write. 


PROXIMITY 
SUITS Underwriter’s 


grade aluminized 
bunker coats, pants, 
helmets, boot covers 
and gloves. ideal for 
close-in work. 


Peg POWER 
‘ _ & _MEGAPHONES 


Issue effective com- 
mands. Powerful 
transistor units. 3 
styles ...pin-point or 
flare sound patterns. 


BLANKETS in Heat- 
Resistant Materials 
Durable weather re- 
sistant case with 
fast-release door; wall 
mounting rings and 
sturdy carrying handle, / =, 


WHEELER PROTECTIVE APPAREL, INC. 
228 W. Huron Street ° Chicago 10, Illinois 
SUperior 7-1156 
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FOR AIR-DUST OR 
FUME CONTROL... 


Get this 


FREE 
catalog 


WRITE TODAY FOR CATALOG 
SHOWING NEW INDUSTRIAL APPLICATIONS 


FLEXAUST hose and PORTOVENT retract- 
able ducts are made of strong durable neo- 
prene coated nylon or cotton fabrics, wire 
reinforced for suction or pressure uses. Sizes 
1%” to 36” i.d. 
INSTALLED IN MINUTES... 
IN SERVICE FOR YEARS 


THE FLEXAUST COMPANY 


DEPT. OH-6 100 PARK AVE., NEW YORK 17, N. Y, 
DISTRIBUTORS IN ALL PRINCIPAL CITIES 


FOR THE BEST IN 


FIRE PROTECTION 
EQUIPMENT 


FROMMELT’S 


SHIELDS - SCREENS - BLANKETS 


PORTO-SCREEN 


THE ALL-PURPOSE SELF- 
STANDING FLOOR SCREEN 
OF A HUNDRED USES... 


Floor level protection for 
welding, fire protection, 
windbreaks, or as inexpen- 
sive, flexible room dividers. 
Available in UL Approved 
Duck, Weld-Tex Glass Cloth, 
or Fay-Foil Aluminized As- 
bestos Cloth, in 3, 4 or more 


eeeeneeeee 








sections. 


NOW IN 
ECONOMICAL KITS 


Complete kit includes fabric 
and hardware ready to in- 
stall on your own pipe or 
tubing. Assembles in min- 
utes with Allen wrench. 
Folds compactly for storage. 











CLEAN AUTOMOTIVE 
& INDUSTRIAL PARTS 


1. Continuous Flow Hose 

2. Air Agitated Soaking Tank 

3. “Super Power" Jet Air Gun 
A must in every service shop! 


MODEL: 50 


The safe and sane way to clean parts! 
Model 30 [less Wr te for information and prices on hign 
Jet Air Gun) flash point Kieer Degreasol and M-407 


| also available solvent for use in this machine 
WASH AN ENTIRE ENGINE BLOCK 
OR 300 LBS. OF PARTS... 


AUTOMANIC | 


POWERMASTER 


DEGREASER sense 


REDUCE OPERATING COSTS! 
Write for Literature 
America’s Foremost Producer of Parts Cleaning Equig 
RAS tical MFG. co. 
————— ath Minneapolis 8, Minn 
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SPA-FLA 


SELF-STANDING SCREEN 
THAT “FORMS AROUND 
THE JOB" 


The ever-popular SPA-FLA 
with its galvanized wire in- 
sert gives floor level protec- 
tion, rolls compactly for 
storage. New UL Approved 
Tuf-Tex vinyl-coated cloth 
is fire, water miidew-re- 
sistant. 





PROTECTIVE 
GARMENTS. 


CURTAINS, 
BLANKETS 


Select from Frommelt’s com- 
plete line of Protective Gar- 
ments, Curtains, Blankets 
for every application. These 
famous products are now 
available in new RAY-FOIL 
glass base foil cloth for 
greater heat protection, long- 
er life, lower maintenance. 
Write for details, prices! 


FROMMELT INDUSTRIES  cusvave, ows 


A name to remember in Approved Safety Products! 
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SECURITY * COMFORT 
CONVENIENCE 
HYGIENE 


1. polyethylene “‘lock straps’ assure 
minimum 114%” crown clearance. 

2. numbered positions for easy snap- 
in size adjustment. 

. Suspension removed or replaced 
with snap-in ‘‘t-slots’”’. 

. lace for comfortable crown 
adjustment. 
plastic - zippered sweatband re- 
moves swiftly with pullout motion, 
easily and rapidly replaced. 


FIBRE-GLASS, ALUMINUM 
OR ELECTRICAL SHELL 


Apex fibre-glass hats and caps 
are manufactured with a new 
resin-glass formula providing 
the greatest structural strength 
ever achieved in safety hats.. 
the Apex aluminum line is the 
equal to fibre-glass in light 
weight and comfort, and adds 
the advantage of heat reflection 

. electrical line is molded of 
highly resilient linear polyethy- 
lene. 
All three lines are free of main- 
tenance and corrosion, and all 
three exceed standards for hard 
hat safety. 

Write now for Bulletin O-12 


Dealerships Available 
Safety Dept: 


BOYER-CAMPBELL 
— 


te ewinag Machir 


f: whiead 
6540 ST. ANTOINE STREET 
DETROIT 2, MICHIGAN 
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Coucu—Signaling equipment. 

S. H. Couch Co., Inc. 
CrackeryackK—Rubber lined cotton 

hose. 

American Rubber Mfg. Co. 
CrutsER—Ambulances. 

Christopher Co. 
C-Turu—Unit system first aid. 

Davis Emergency Equipment Co., Inc. 
CSS — Sprinkler and automatic fire 

alarm equipment. 

Central Station Signals, Inc. 
Cusuion Batt—Nozzle. 

Fyr-Fyter Co. 


Dan-Dry—Salvage covers. 
C. R. Daniels, Inc. 

Danpux—Canvas fire pails and buckets, 
salvage covers. 

C. R. Daniels, Inc. 

DantTex—Salvage covers. 
C. R. Daniels, Inc. 

Dayton—Cotton rubber lined hose, 
water extinguisher (hand pump). 
Fyr-Fyter Co. 

De Luxe—Fire hose and extinguisher 
cabinets. 

Wirt & Knox Mfg. Co. 

Detect-A-Fire — Thermostatic sensing 
units for automatic systems. 
Fenwal, Inc. 

Diat-A-Tip—Fog nozzles. 

Elkhart Brass Mfg. Co. 

Direct-Er—Sirens. 

Pyle-National Co. 


Dracon—Portable fire pumps. 

Parco Products Co. 
DrepNaut—Respirator mask. 

American Optical Co. 
DrencH—Wetting agents. 

National Foam System, Inc. 
Dri-Powper—Dry chemical extinguish- 

ers. 

Safety First Products Corp. 
Dri-Rack—Fire hose. 

Goodall Rubber Co. 
DuaLarM—Alarm system, 

Gamewell Co. 
DuaLcuarp—Sprinkler system. 

Rockwood Sprinkler Co. 
DuaLcuarp DeLtuxe—Deluge sprinkler. 

Rockwood Sprinkler Co. 
Duatire — Resuscitator-mask combina- 

tion. 

Globe Industries, Inc. 
DuaLstREAM—Nozzles for dry chemical 

fire hose. 

Ansul Chemical Co. 
Dus.-Turr—Foam. 

Akron Brass Mfg. Co. 
Du-O-Matic—Proprietary control panels. 

Notifier Corp. 
Duo-Sarety—Aluminum ladders, wood- 

en ladders. 

Duo-Safety Ladder Corp. 
Duo-Service—F loodlights. 

Benjamin Electric Mfg. Co. 
Dura-Foc—Nozzles. 

Powhatan Brass & Iron Works, Inc. 
DurasPeeD—Sprinkler system (solder 

release). 

Grinnell Co., Inc. 





THE FIRST AID RESCUE 


BREATHER IN AN 


ASPHYXIAL EMERGENCY 
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Mouth-to-Mask 
Resuscitator Kit 
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a Defense Approved! 


The Globe M/M Mouth-to-Mask 
Resuscitator is approved for 
purchase under the Federal Con- 
tributions Program, Office of 
Civil and Defense Mobilization 
(OCDM) Standard Item Specifi- 
cation No. CD VIII-177 


*No objectionable intimate 
contact 

*Operator inhales only fresh air 
and avoids possible infection 
*Automatic safety valve limits 





, Complete with M/M Resuscitator Write for 
} aspirator, airway anc Nagel bag quantity 


pressure to protect lungs of 
infants and adults with chest 
injuries 
*Many other exclusive features 
See your Globe distributor or write for-Bulletin M-108 
Medical & Hospital Dept., Globe Industries, Inc., 125 Sunrise Pl, Dayton, O. 
Creators of Specialized Breathing Protection Equipment for industry. 


Weighs only 2 Ibs. prices 


Circle No. 83 on reader service card 
JUNE 1960 © OCCUPATIONAL HAZARDS 





Circle No. 85 on reader service card 


E ® 
CARDOX Carbon Dioxide 


£ & J—Resuscitators, inhalators. bs “4 a 
Fire Extinguishing Systems 


Ohio Chemical & Surgical Equip- 
Vefemarice -Lrgintaed 


ment Co. 
EacLte—Safety cans. 
Eagle Mfg. Co. 
EastMAN—Deluge sets, fire department 
brass goods, 
for each specific hazard condition 
to the maximum-safety standards 
established by CARDOX research 
and proven in thousands of 
installations. No extinguishment 


Samuel Eastman Co., Inc. 
EasTMAN-BarKER—Deluge guns. 

damage. Fully automatic where 
required. 


MAXIMUM 


PROTECTION 
for MAXIMUM 


“HOT SPOTS” 


Samuel Eastman Co., Inc. 
Eco—Watchclock. 

Detex Watchclock Corp. 
Econ-O-Matic—Local fire alarms. 

Notifier Corp. 
Economy—Stretcher. 

Bomgardner Mfg. Co. 
Economy—Fire hose. 

Raybestos-Manhattan, Inc. 
Econo-Rak—Fire hose storage rack. 

Circul-Air Corp. 
Epwarps—Fire alarm and communica- 


NEW HIGH PRESSURE SYSTEMS 


The first PERFORMANCE - EN- 
GINEERED high pressure sys- 
tems for smaller capacity needs 


LOW PRESSURE SYSTEMS Ss. ‘— or particular physical condi- 


tions where cylinder-type sys 


tion systems. 
Edwards Co., Inc. 
Ex-Hook—Pike pole and forcible entry 
tools. 
C. D. Pike & Fire Hook Mfg. Corp 
ELectro-Matic—Pumps. 
Waterous Co. 
E.tx—Hose racks 
Elkhart Brass Mtg. Co. 
E_x-Arr—Extinguishers. 
Elkhart Brass Mfg. Co. 
Emerson—Resuscitators, respirators, 
inhalators. 
J. H. Emerson Co. 
Eureka—Fire hose. 
U. S. Rubber Co. 
ExceLo—Chemical booster hose. 
Republic Rubber Div., 
Lee Rubber & Tire Corp. 
E-Z Frex—Fire hose. 
Goodall Rubber Co. 


Originated, pioneered and perfected by 
Cardox. Centralized Storage in any quan 
tity of carbon dioxide—from 750 pounds to 
125 tons—for any number of hazards indoors 


tems offer advantages. Exclu- 
sive constantly energized, con- 


tinuously monitored pneumatic 
or out Provide unique advantages and 


widest margins of safety with mass appli 
cation at any required rate. Highest form and local application, by any 
of protection for critical, special hazards 


control system. Total flooding 


means of actuation 


CARDOX  brisicriow 
CHEMETRON CORPORATION snssiscnssnistumentctm! 


840 N. Michigan Avenue, Chicago 11, IIlinois 
District offices in Principal Cities 


CARDOX PRODUCTS: Carbon Diox 
ide Fire Extinguishing Systems 
Trucks, and Foam Fire Equipment 
Liquid Carbon Dioxide ° 
Carbonic Gas . . . Dry Ice 





News of Interest in the 
Field of Noise Control 


F 


F.A.P.A.—Multi-purpose emergency car. 
Christopher Co. 
F.0.B.—Aerosol burn spray. 


“Acoustic Doors’’ Gain Wide Use 
Ph en in Industry and for Research 


Fabric Fire Hose Co. Made with 


Farrpanks Morse—Fire pumps. 
Fairbanks, Morse & Co. 
Fatcon—Alarm systems, _industrial 
warning horns, fire detecting units 
and systems, industrial signalling 
horns, automatic tank overfill alarms. 
Falcon Alarm Co., Inc. 
Farapay—Alarm systems (automatic 
central station, industrial), sirens. 
horns. 
Sperti Faraday, Inc. 
Feperat—Unlined linen fire hose. 
Federal Fire Hose Mfg. Co. 
Feperat—lIndustrial fire alarm systems, 
sirens, horns, lights, whistles. 
Federal Sign & Signal Corp. 
FenwaL—Thermostatic sensing units 
and switches. 
Fenwal, Inc. 
Fire Barrte—Shields. 
Frommelt Industries. 
Fire Batt—Warning light. 
Federal Sign & Signal Corp. 
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rugged steel-clad con 
struction IAC “NOISE-LOCK” 
doors feature such innovations as 
double acoustic seals and “matched” 
Frame assemblies acoustically en- 
gineered to meet rigid require- 


San 





ments. 

They are widely used for noise con- 
trol in researc] laboratori« 8, super- 
visory office s, control rooms, jet 
missile & rocket test e« lls, ma -hin- 
ery enclosures (such as for shake 
tables, shredders), reverberant 
rooms, high intensity noise cham- 
bers, anechoic chambers. Wr te 
for full de- 

tails. 


IAC “NOISE-LOCK 
Doors on Jet 
Engine Test Cells 


"AC ““NOISE-LOCK 

Door Isolates Plant 
Dispensary from 

noisy factory area 


Complete information ‘‘Noise Control for Industry’ will be sent upon request. 


INDUSTRIAL ACOUSTICS COMPANY, INC. 


341 Jackson Avenue + New York 54, N.Y. + CYpress 2-0180 
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JUSTRITE 


... Americas 
Sreatest name in 


SAFETY CANS cand 
OILY WASTE CANS 


OILY WASTE CANS 


“JUSTRITE” on a safety can or 
oily waste can is positive assur- 
ance of protection. Millions of 
these carefully designed and engi- 
neered cans are in use in thou- 
sands of plants all over the 
United States. Reduce fire haz- 
ards due to benzine, oily rags and 
waste. JUSTRITE Safety Cans 
are the finest cans for use for 
flammable or highly volatile 
liquids. Both types of JUST- 
RITE cans are Underwriters’ 
Laboratories and insurance com- 
panies’ approved. 


FREE! 


Send today for your 
copy of the bulletin 
showing the Justrite 
Safety Benzine Cans, 


Fire Cyex—Extinguishers. 
Fire Chex Corp. 

Fire Cuter Ducks—Canvas shields. 
Wm. E. Hooper & Sons Co. 

Fire Cuter Vinyt—Fire shields (coated 
fabric). 

Wm. E. Hooper & Sons Co. 

Fire Fichter—Pumps. 
Gorman-Rupp Co. 

Fire Ficutrr—Gas masks. 

Willson Products Div., Ray-O-Vac Co. 

FirE Firer—Protective apparel. 
Industrial Gloves Co. 

Fire Foc—Sprinkler system. 

Automatic Sprinkler Corp. of Ameri 
ca. 

FirE Guarp—Co0O., dry chemical, foam. 
soda-acid, vaporizing liquid, water, 
wheeled, knapsack extinguishers. 
General Fire Extinguisher Corp. 

Fire-GuN — Vaporizing liquid ex- 
tinguishers. 

American LaFrance Corp. 

Fire Kinc—Protective clothing. 
Wheeler Protective Apparel, Inc. 
Fire-Mate—Foam and water nozzles 
Cardox Div., Chemetron Corp. 
Fireman’s Cutter—Wire cutters. 

H. K. Porter, Inc. 

Fire Spot—Sensing units for fire de 
tection systems. 

Notifier Corp. 

FIREWATER—Wetting agent. 
Firewater Co. 

Fire Rire—Fire blanket in self-storing 
container. 

Cotton Goods Mfg. Co. 

FLAMEBUSTER—Fire hose valves. 
Grinnell Co., Inc. 


FLame Dopcer—Asbestos clothing, tire 
rescue suits. 

Standard Safety Equipment Co. 

Fiat Top—Galvanized and painted lids. 
Witt Cornice Co. 

FLEXALARM—Automatic and manual fire 
alarm systems. 

Gamewell Co. 

FLExceLo—Fire hose. 

Republic Rubber Div., Lee Rubber & 
Tire Corp. 

Fiint-FLeEx—Plastic fire helmets. 
Cairns & Brother, Inc. 

Foam—Foam liquid. 

Rockwood Sprinkler Co. 

Foamite — Extinguishers, wheeled en- 
gines, generators, generator powder, 
portable and fixed systems. 

American LaFrance Corp. 

Foamite AirnroaM—Generating nozzles, 
liquid, portable and fixed systems. 
American LaFrance Corp. 

FoamM-Maker—Foam systems. 

Cardox Div., Chemetron Corp. 

Foam-Water—Sprinklers. 

Star Sprinkler Corp. 

Foc Cuter—Nozzles. 

Powhatan Brass & Iron Works, Inc. 

Foc Foam—Foam nozzle. 

Rockwood Sprinkler Co. 

Foc-Hoc—Deluge nozzle. 

Akron Brass Mfg. Co. 

Foc-Kar—Pumper (high pressure fog). 
W. J. Thiele & Sons Co., Inc. 

Foc Kinc—Fire nozzles. 

Fyr-Fyter Co. 

Foc Master—Fire nozzles. 

Fyr-Fyter Co. 





M&M RAIL CLAMP 


gives you positive protection against derailments 


You can rely on this compact, low cost M & M Rail Clamp to hold 
car wheels fast—even under heavy loads on a grade! This depend- 
able performance reduces danger of costly derailments, runaway 
cars and injuries to workers. Simple design and rugged construction 
make it easy to use. Clamp can be positioned quickly—no ties 
blocks or shims necessary. Made to fit any rail, new or worn, the 
M & M Rail Clamp is available in two sizes: Model A—40-100 Ib 
rail; Model F—110-174 lb. rail. Write for further details and prices 


SAFETY FIRST SUPPLY COMPANY 
425 Magee St., Pittsburgh 19, Pa. 
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Oily Waste Cans and 
Plunger Cans. 


JUSTRITE 


MANUFACTURING COMPANY 
2061 NORTH SOUTHPORT AVENUE 
CHICAGO 14, ILLINOIS 


world’s standard of safety since 1906 
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Foc-STREA m—Fog nozzles. Have you 


Western Fire Equipment Co. 
Forte—Burn medicant. Checked the 
Carbisulphoil Co. 


hee QUALITY of GATEWAY 


Forcep—Fire hose couplings. . 
Fyr-Fyter Co. SAFETY GOGGLES EY ae A R D line of G 0 G G LES 
Forcex—Couplings. 
Akron Brass Mfg. Co. lately? 
Forester—Forest fire tools and lights. 
Western Fire Equipment Co. =) ~1| @4 <a 1 @) ~~ 11 04 = 
Frank—Safety leggings and spats. 
Safety Clothing & Equipment Co. ; t 
FROMMELT — Screens, shields, covers, 
blankets, clothing. 
Frommelt Industries 
FuLLer—Brooms. 
Fuller Brush Co. 
Futt Viston—Gas mask face piece. 
Acme Protection Equipment Co. 
Futton—Canvas shields. 
Fulton Cotton Mills. 
Fyr-Cry—Automatic alarm system. 
Fyr-Fyter Co. 
Fyr-FLex—Cotton rubber lined hose. 
Fyr-Fyter Co. 
Fyre-Free—Fire-resistant clothing. 
American Optical Co. 
Fyre-Freez—Portable CO, extinguish- 3 
ers. 1475 ““Vista-View y <a ipper's and Grinde 
; Walter Kidde & Co., Inc. Cover Goggies mui TE coone Cup Goggles 
Fyrepet—Aluminized heat- and fire-re- r 
Senaah teins, told AMERICAN INDUSTRIAL SAFETY EQUIPMENT CO. 
Fyr-Fyter—CO,, dry chemical, foam, 3507 LAKESIDE AVENUE CLEVELAND 14, OHIO 
soda-acid, vaporizing liquid, water, 
wheeled extinguishers, cotton rubber 
lined hose, extinguisher cabinets, 
nozzles, couplings, dry chemical sys- 
tems. 
Fyr-Fyter Co. 
Fyrinpex—Fire detectors. 
— Ultrasonic & Detection Alarms, Can improvements 
Fyrman—Cotton rubber lined hose. i . 
Fyr-Fyter Co. be possible on a suit 
FyrumpreLtLa—Aluminized heat shicld. 
Fyrepel Produc ts, Inc. 
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FEATURE FOR FEATURE 


You are.required to provide 
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this good 55 years ago? 
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G-1—Extinguishing powder for mag what ew 


wn in the a ex rm 
nesium fires. ents "0 Chicago. 
Fyr-Fyter Co. 

GAMEWELL—Fire alarm anil plant watch " you — 
systems OBE ‘m to be “water ree ; : 
; guarantee then The GLOBE fireman's 
Gamewell Co. Bynter night t tod : 

GarpweL_t—Safety clothing and equip- eee eas’ suit today is warmer, 
ment. <P «an “alo ether lighter, tougher, longer 
Safety Clothing & Equipment Co. arder than thes tere aly L.- lasting, more comfort- 
wae : it indors’™ cagine exe, do you ' . 

Conmias,. = CO dey chemicel, feom, ge ersg Nea a0 3 cornet— able. It's twice as good 
soda-acid, vaporizing liquid, water, j Then tear © u. he fi : d 
wheeled, knapsack extinguishers. ae a AN. pittsfield. N- --. fhe fireman s stand- 
General Fire Extinguisher Corp. THE GLO EM ard all over the world! 

Generat Quick Alp Firecuarps—CO,, 
dry chemical, foam, acid, vaporizing 
liquid, water, wheeled extinguishers. 
General Fire Extinguisher Corp. u MANUFACTURING COMPANY 

ae and ladder pipe noz- PITTSFIELD, N.H. 
zles. 

Fyr-Fyter Co. WRITE FOR ILL 

GLosair/GLopox—Mask. 
Globe Industries, Inc. 


le 


‘warm for 


September 30, 1905- 
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GLose — Automatic sprinkler systems, 
sprinklers, fusible links, alarm valves, 
dry pipe valves, detector check valves, 
hydrant and hose houses. 

Fyr-Fyter Co. 

Grose Turn -Out — Firemen’s water- 

proof canvas suits. 
Globe Mfg. Co. 
Gotp Mepat—Soda and acid extin- 


ishers. 
since 1898 g—=> é ML Snyder & Son, Inc. 
\ L = f . F. Goopricu — Fire, suction, and 
Bomgardner \ Ez 


; chemical hose. 
/ aE B. F. Goodrich Industrial Products 
Mfg. Co. aida ie Co. 


Goopyear—Fire hose. 
has been \ Goodyear Tire & Rubber Co., Inc. 
. | a Grant-MuLtiversaL—Deluge sets. 
dats velale S =H ; Akron Brass Mfg. Co. 
° ' A GREENWEAR—Acid-resistant clothing. 
leading ; Wheeler Protective Apparel, Inc. 


f Gruimes—Automatic sprinkler systems, 
e)gelelUler=) ame) AY; 


sprinkler valves, fire protection sys- 


quality LW | tems and sprinkler heads. 


Raisler Sprinkler Div., Raisler Corp. 


FOLD-ACOT GRINNELL — Automatic sprinkler sys- 
(ote) ear Tale 


tems, sprinkler valves, fire protection 


aaa systems. 

stretchers S wn Grinnell Co., Ine. 

: . GuarDSMAN—Air-Oxygen mask. 
Globe Industries, Inc. 

GuarpsMAN—Watchclock. 


bed A >) — : = Detex Watchclock Corp. 
tHe Bomgardner = —— ae Pierced sear 
MANUFACTURING CO = ——— —, Pyle-National Co. 


P.O. BOX 567 EDGEWATER BRANCH 
CLEVELAND 7, OHIO 





H 





You Get Double Utility—Double Convenience | 2x73" 


Medical Supply Co. 
Hatco—Industrial and unit first aid 


with new Dual-Duty kits, safety equipment. 


A. E. Halperin Co., Inc. 


Hanpik-TaLkig — Two-way portable 


“Convertible” radi. 


Motorola Communications & Elec- 


tronics, Inc. 
a by GEERPRES Hannay—Hose reels, hose rollers and 
A } 


guides. 
Clifford B. Hannay & Son, Inc. 
Harp Bottep—Fiberglass fire helmet. 
E. D. Bullard Co. 
Hepcarps—Safety hats and caps. 
Davis Emergency Equipment Co., Inc. 
HeipprinkK—Oxygen therapy apparatus, 
accessories. 
Ohio Chemical & Surgical Equip- 
ment Co. 
Hewcron—Fire hose. 


° : } os : # } Z Hewitt Robins, Inc., Hewitt Rubber 
Single Unit When — a 3 Div. 
You Want it! on ion ; HewrLtex—Fire hose. 


; Hewitt Robins, Inc., Hewitt Rubber 
Versatile, efficient, < ger to j Div. 

many mopping needs. ne e Hewitt Branp—Soft suction hose. 
bucket for small-area jobs; two Double Unit When You Need It! Hewitt Robins, Inc., Hewitt Rubber 
for larger areas. Two steel wire ere Div 

hooks couple 1s. 32-, a Hewrouire—Fire hose 

sat Se aoe Gearing, he Hewitt Robins, Inc,, Hewitt Rubber 
steel core in protective bumper, Div. 

can’t pull out. Hooks bots ow H-H-60—In-plant fire truck. 

on all bumper equipped buck- John Bean Div., Food Machinery & 
ets. Buckets mounted on alumi- Chemical Corp. 


soon tegen ee H-H Innatator—Inhalators. 
Buckets nest neatly for storage. WRINGER, INC. Mine Safety Appliances Co. 

P.O. BOX 658, MUSKEGON, MICH. Hich Vacuum—Hand pumps. 
a a Tokheim Corp. 
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Circle No, 92 on reader service card Circle No. 94 on reader service card 
HKP—Wire cutters, forcible entry tools. 


MARTINDALE H. K. Porter, Inc., P-F Div. 


D U S T M A S K S ac eenciiaeenian Inc. 


Hooster—Hose— cabinets, pressurized HEAT & FLAME Raider act 
water extinguishers. 


PACE WEAD- Elkhart Brass Mfg. Co. W £ L 1) t ~ ’ $ G L 0 VE $ 


Hoositer—Salvage covers. 
UP AROUND 


saan 90 NEE? Hoosier Tarpaulin & Canvas Goods Co. SERVES THE SAME PURPOSE AS 
FROM SLIP- Houcuto-Sare—Hydraulic fluid. LEATHER GLOVES COSTING 
PING DOWN E. F. Houghton & Co. THREE TIMES AS MUCH! 
Howe—Hose spanners, COs; fire trucks, 
PRESS NOSE > foam fire trucks, trailerized fire equip- Hundreds of very 
TABS IN CLOSE ¢ ' ment closely knitted loops 
a ree ' , PRESS EDGES Howe Fire Apparatus Co. : eee, ee ee 
— r : FACE PLATE . long wear... offer 
AGAINST THE OF Hozecarp—Reel, fire hose cabinet. fla -_ 
NOSTRES DOWN TO FIT W. D. Allen Mfc. ( ame and heat pro- 
FACE SNUGLY pagt- on Se tection . . . increase 
manual dexterity. 
Perspiration will not 
Safer cleaner easier to wear Hypro—Fire hose. é harden or stiffsn it. 
: ’ Republic Rubber Div., Lee Rubber & 
Only clean gauze touches the face. Large Tire Corp. FOR MEDIUM 
throw-away filter pad protects against paint AND LIGHT 
spray and over 400 nuisance dusts. Weigh equipment ‘WELDING Jos 
less than '/2-ounce. Amazingly easy to breathe < Bio AND <P 
; Scott Aviation Corp. SPOT 
through. Perfect contour fit, and head size. WELDING 
An ideal protective mask at low cost. 





Hypra Levet—Cot. 
Bomgardner Mfg. Co. 


Hypro-Pak — Underwater breathing 


Protective Masks d , Write for free 
No. 1 Refills (standard wt.) .. 2 catalog 

No, 2 Refills (double-thick pad). 0212 ea. 
— poms s —— one. PLANTS IN .. 
efills packed to a box. nimum : , y ’ DETROIT 
charge ‘of C.0.D., $2.00. Minimum cash 1-R—Non-sparking safety tools. cmcaeo 
ith order, $1.00. Postoge paid on a soll- ® 

— o—. ge Pp Ingersoll-Rand Co. TOLEDO 


ROME, GEORGIA 








Ip—EAL—Dry chemical extinguisher. 
QUANTITY DISCOUNTS AVAILABLE M. L. Snyder & Son, Inc. 


MARTINDALE ELECTRIC CO. J cnics eine DVANCE 


GLOVE MANUFACTURING CO. 
ey -* — pg , 917 WEST LAFAYETTE BLVD. 
r . land 7, le 0 Tass g. A. 
- nce InptaN—Portable backpack fire pumps. DETROIT 26, MICHIGAN 
spray nozzles. 
D. B. Smith & Co., Inc. 


To Safeguard Employees | | “sian tase Tost co. STOP»; / ile 


& SPRAY 
- INDUSTRIAL SIREN—Siren. 
Specify Benjamin Electric Mfg. Co. 
INNERFLEX—Fire hose. 
WORK CLOTHE Ss General Fire Extinguisher Corp. 


INsTANT—Extinguishers. WITH STATI KI ic a 
Treated With Fyr-Fyter Co. 


INTERNATIONAL—Ambulance. 
International Harvester Co., Motor ae some 
Truck Div. a 

INTERCEPTOR Combination electronic INE OSeet— THE ONLY 
siren and public address unit. 
Federal Sign & Signal Corp. 

INvINcIBLE—Hose. 

Mercer Rubber Co. 
IPCO—Fire blankets, blanket holders, 

















Use Statikil to curb dangerous $3 a can 


fires and explosions caused by $304 doz. 
static charges generated ky ‘P°°Y? 
friction. Simply spray or swab $15 a gal. 
lightly on moving parts, machin- (fluid) 
burn dressings, burn medicants, first ery, doorknobs, floors, stairs, 
The Durable Flame- aid kits, canvas shields, fire shields, rolling castors. The ideal spark retardent for 
. aia salvage covers, welding curtains and arsenals, chemical, petroleum, petrochemical 
Resistant Finish ashestes clothing. and mining industries. Stops shocks to people 
Industrial Products Co. susceptible to static electricity. Effectiveness 
Products Treated ISSCO—Fire rescue suits (asbestos). | ‘roughly proven by constant use in hundreds 
7 : Petar : of plants. Send for a trial order today. 
with FIRE-FOE® Industrial Safety Specialties Co. 
’ 
@ withstand laundering and MAIL COUPON TODAY! 
dry cleaning 1220 W. 6th St 
®@ are non-toxic, harmless to J STATIKIL, INC. Cleveland 12, 
the skin 
Used extensively by the Armed J-W Gas indicator. Cj Free Literoture a One can spray (a $3 
Forces and industry. Send for FREE Johnson-Williams, Inc. - 


S | d lest R ‘ |_| One case of spray cans (7 $30 
ee ce Janesvitte—Rubber and canvas cloth- [_] One bulk gallon @ $15 


ing. 
Janesville Apparel Co. 


YNTUS FINISHING C0., In. [i rane a 


Elkhart Brass Mfg. Co. Address 
Jumso-Kinc—Fog nozzles. City State 
Elkhart Brass Mfg. Co. USED BY THOUSANDS OF LEADING PLANTS 
Circle No. 95 on reader service card 
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Send the following (please check) 








Name 


So. Water at Un 


>, New York 
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Justrite—Warning lights, oily waste 
cans, containers. 
Justrite Mfg. Co. 


KarsaLoy — Chemical extinguishing 
agent. 
Fyr-Fyter Co. 

Kippe—Built-in CO, systems; smoke 
detecting systems; CO2, dry chemical, 
foam, soda-acid, vaporizing liquid, 
water, anti-freeze, pump tank and 
rack and wheeled extinguishers; hose 
and rack reel extinguishers. 

Walier Kidde & Co. 

Kippe — Ultrasonic and photo-electric 
purglar & intrusion alarms. 

Kidde Ultrasonic & Detection Alarms, 
Inc. 

Kippe Atmo—Fire detection system 
home fire alarms. 

Kidde Ultrasonic & Detection Alarms, 
Inc. 

KinneakR—Automatic fire doors. 
Kinnear Mfg. Co. 

Kiever Cot—Ambulance. 

Washington Products Co. 

Kontrot — Foam and soda-acid ex- 
tinguishers. 

M. L. Snyder & Son, Inc. 

Kontour-Kot—Ambulance type cot. 
Washington Products Co. 

Koot-Grip—Asbestos gloves. 

Industrial Gloves Co. 

KortLanpt—Fire hose. 
Raybestos-Manhattan, Inc. 


KrEISELMAN—Resuscitator. 
VUhio Chemical & Surgical Equipment 
Co. 

K-S—Plastic masks. 
Ohio Chemical & Surgical Equip- 
ment Co. 


L 


Leonarp—Fire pump. 

American Fire Equipment Co. 

LIFEKEEPER—Expendable or reusable 
plastic blanket. 

Medical Supply Co. 

Licutcuarp—Emergency lighting units. 
Exide Industrial Div., Electric Stor- 
age Battery Co. 

Licutinc—Hose racks, reels, carts. 
American Rubber Mfg. Co. 

Licht WarDEN CHARGOMATIC — Auto- 
matic emergency lighting units. 
Electric Cord Co. 

LittLe Bean—250 F fire truck. 

John Bean Div., Food Machinery & 
Chemical Corp. 
Littte Giant—Play pipes. 
Fyr-Fyter Co. 
Littte Mo’s—Nozzles. 
Army’s Fire Service 

Loapep Stream Instant—Extinguish- 
ers. 
Fyr-Fyter Co. 

Lone Banp—Plastic adhesive bandage. 
E. D. Bullard Co. 

Lowsoy—Station wagon cot. 
Bomgardner Mfg. Co. 

Lux—Portable Coz extinguishers. 
Walter Kidde & Co., Inc. 


Lux-O-Maric—Cv, systems. 


Walter Kidde & Co., Inc. 


M & H—Hydrants, valves. 

M & H Valve & Fittings Co. 

M/M—Mouth-to-mask resuscitator. 
Globe Industries, Inc. 

M-X—Magnesium chip fire extinguisher. 
Fyr-Fyter Co, 

Mack—Pumpers, tank trucks, aerials. 
Mack Trucks, Inc., Fire Apparatus 
Div. 

Macna-Force—Fire hose couplings. 
Fyr-Fyter Co. 

Mattese Cross—Fire hose, fog hose. 
Hewitt Robins, Inc., Hewitt Rubber 
Div. 

ManutatTtaN—Fire hose. 
Raybestos-Manhattan, Inc. 

Mars—Warning lights, sirens. 

Mars Signal Light Co. 

Master-Licuts — Hand and automatic 
emergency lights. 

Carpenter Mfg. Co. 

Mast-R—Adapters. 

B & M Siren Mfg. Co. 

MaxrLtex—Fire hose. 

Hewitt Robins, Inc., Hewitt Rubber 
Div. 

Maxim—Emergency lighting units, CO, 
fire trucks, foam fire trucks, trailer- 
ized fire equipment, pumpers, tank 
trucks, crash trucks, ladder trucks. 
Maxim Motor Co. 

Metat Fyr-Powper — Extinguishing 
agent. 

Fyr-Fyter Co. 





If you can’t 


eliminate drips... 
prevent slips 


with SOL-SPEEDI-DRI” 





ia 


You're safe, with 


LITTERS, STRETCHERS, SPLINTS 


by Frank! a 





Emergency first 


for industrial 
dispensaries, 
and plant 
hospitals 





Cleans, slip-proofs floors ina jiffy! 

Here’s low-cost accident insurance in a bag! Spread 
amazing SOL-SPEEDI-DRI carpet of safety on with a 
rake or broom...thirsty granules pull deep deposits of 


oil, grease or liquid out ef floor. 
Leave on, or remove and reuse 
until saturated! Mineral...won’t 
burn! Each Ib. contains over 13 
acres of absorptive surface area. 
- and no dust problem with SSD! 


SPEEDI-DRI DIVISION 


Minerals & Chemicals 


Corporation of America 
282 Essex Turnpike, Menlo Park, N. J. 


Write for 
prices on... 


Write Wood Pole Litters 


Aluminum Litters 
| Folding Army Cots 
generous 


et 





aid equipment... 


Materials and 
workmanship 
are finest 
quality! 





STEEL POLE 
LITTER 
NO. 255 








© Folding steel undercarriage 
with tubular steel side rails. Hard- 
wood hand’es; heavy cotton duck 
cover. Litter is 90" long, 22" 
wide, 5/44" high. Folds to 99" x 
4)/4" x 5/4"; wt. 21 Ibs. 


FRANK MFG. GCO., Inc., Mentone, Ind. 
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@ Sheer liquidproof industrial gloves for dexterity 


© Protect products during handling 


@ Hand protection for light industrial applications 


Style | 
Number i 


RSW-13 7852 0808 


ii V-10 
ha, , RSW-13 


7852 
0754 
i 4754 
4 0794 
’ ' PF V-20 
us 0763 








0754 
4754 


Material 


Sheer Latex 
Sheer Pylox 
Sheer Neoprene 
Sheer Neoprene 
Sheer Latex 
Sheer Latex 
Sheer Latex 
Medium Pylox 
Sheer Latex 


* Smooth models may be reversed to provide non-slip grip 


Send For PIONEER’s Revolutionary “Foolproof Glove Selector” 


Helps you solve many hand protection 
problems — whether they involve chem- 
icals, abrasion resistance, worker fatigue, 
extreme hot and cold temperature, or 
products that must be protected from 
hands! Eliminates costly errors in 
glove selection. 


ae PIONEER atten Compony » 


Willard, Ohio, U.S.A. 


DESCRIPTION 
Finish 
Smooth 
Non-slip* 
Non-slip 
Smooth 
Smooth 
Smooth 
Non-slip 
Non-slip* 
Smooth 








The PIONEER Rubber Company 


Hand 
Color Only 
White 
Yellow 
Coral 
Green 
White 
Brown 
White 
Yellow 
White 


. 


Hand 
Wrist 


10%” 
10%” 
10%” 
10%" 
10%” 
1014” 
10%” 


Hands 


| Hand 
Forearm 





ee eeerrereereeee 


eeeeeeeeeeeee 


Manufacturers of Famous Stanzoil Industrial Gloves ; 
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238 Tiffin Road, Willard, Ohio (S) 
Please send me: 

[] New “Foolproof Glove Selector” by Pioneer 
(] New PIONEER Industrial Glove Catalog 

[] 17” x 22” Full Line Glove Wall Chart 


Firm 





Address 





City Zone State 





Requested by 
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SSNS IAN Adjustable SPROCKET RI 
with Chain Guide 
CHANGES THAT DANGER ZONE TO A 
SAFETY ZONE 


The distance between 
the floor of your plant 
and your overhead 
valves is a DANGER 
ZOWE when piled up 
boxes or even ladders 
are used to reach the 
valves. 

Turn it into a SAFETY 
ZONE — equip your 
overhead valves with 
Babbitt Adjustable 
Sprocket Rims with 
Chain Guides. 


They simplify pipe layout. 

They fit any size valve wheel. 

They are easy to install and operate. 

They operate any valve from the floor. 

They save time and money. 

The first cost is the only cost (no maintenance). 
They are packed completely assembled (one 
to a carton), with easy-to-follow instructions. 
A hot-galvanized rust proof chain is avail- 
able for all sizes. 


Babbitt Adjustable Sprocket Rims with Chain 
Guide are carried in stock by most mill supply 
houses. If your supplier does not carry them, 
contact us direct. 


Bstole)@) Ramm STEAM SPECIALTY CO. 


12 BABBITT SQUARE, NEW BEDFORD, MASS., U.S.A. 


= 





HEAT iN 
CURTAINS 


of ALUMINIZED GLASS CLOTH 


This lightweight (13 oz. per sq. yd.) material has a 
reflective efficiency of 95% against radiant heat. These 
rugged curtains have exceptional tensile strength and 
are not affected by most acids and chemicals. Material 
is non-absorbent. Oils, dirt and greases wipe or wash 
off the surface. There is no rot or mildew — nor does 
the material deteriorate with age. 


Fyrepel can fabricate into any size or shape desired 
—curtains can be hung or removed in seconds. Per- 
sonnel can easily push it aside or pass under with ease 
if necessary. High heat operations that affect the work 
of personnel or mechanical controls can be easily iso- 
lated and controlled. In heat treating or repairs to equip- 
ment where the retention of heat is essential, this 
material has particular appeal. Why not consult us now 
on your particular problem. We have at least a partial 
answer to most high heat problems. 

Write, wire or phone 


FYREPEL PRODUCTS INC., Box 503, Dept. H. NEWARK, OHIO 
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Pra¢ti-Kreme Skin ® 
Cleaner. Applied before wa 
impervious to paints, lacquers 3 
water based irritants~-M i 

to a lather after 

clean. 





ANY OLD GLOVE WON'T DO! 


NATIONAL 


TO MAKE YOUR 


92» GLOVE 


7-2 PROGRAM PAY 
[NAPA Wont) 

Ne: ¢ i Here is comfortable, easy 

\A A to wear, complete hand pro- 

tection that gives maximum 

flexibility and FIRM non-slip grip...and the natural 

lanolin in the Napa leather keeps hands in good condi- 

tion They’re absolutely durable, water and oil repellent 

and ideally suited for all tough jobs! Comes in Band 

Top and Knit Wrist styles for both men (M-L) and 
women (S-M-L). 


-National’s Vew BUFFER 
&, <).. Pressure impregnated with tough 
vinyl plastic .. . gives you real 
economy —outwears regular can- 
vas as much as 6 tol... Here 
is superior wearing quality— 
Available in both Slip-on (illus- 

trated) and Knit Wrist styles. 

Write for complete detailed information. 


NATIONAL GLOVE, INC. 


A DIVISION OF PRETTY PRODUCTS + COSHOCTON, OHIO 
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Met-L-X—Metal fire extinguisher aad 
agent. 

Ansul Chemical Co. 

Micuty-Lite—Portable resuscitator. 
Oxygen Equipment & Service Co. 

MinutemMAN—Portable resuscitator. 
Stephenson Corp. 

Minute Man—Watchclocks. 

Chicago Watchclock Div. 
(See Detex Watchclock Corp.) 

Miracte — Carbon tetrachloride auto- 
matic extinguisher. 

M. L. Snyder & Son, Inc. 

Mocot—Finger cots. 

Wheeler Protective Apparel, Inc. 

MoputarM—Fire alarm systems. 

S. H. Couch Co., Inc. 

MonarcH—Fire hose, booster hose. 
Hewitt Robins, Inc., Hewitt Rubber 
Div. 

Monitor—Dry chemical extinguishers. 
Ansul Chemical Co. 

Mountie—Electric hand lamps. 

U-C Lite Mfg. Co 

MSCO—Burn dressings, blankets, first 
aid kits, burn medicants, stretchers. 
Medical Supply Co. 

Muetter—Check valves, hydrants, gate 
valves, indicator posts. 

Mueller Co. 

Mutsiryre—Water spray system, water 

spray nozzles. 


MunicipaL—Hose. 
Hewitt Robins, Inc., Hewitt Rubber 
Div. 
Myers—Nozzles, pumps. 
F. E. Myers & Bro. Co. 
Mystery—Nozzles. 
Elkhart Brass Mfg. Co. 


N-Co-Be_t—<Audible signal devices. 
Notifier Corp 
N-Co-PLuc—Plug-in. 
Notifier ¢ orp 
N-Co-Stat—Fire detection sensing unit. 
Notifier Corp 
N-Co-SwitcH—Sprinkler supervisory 
device. 
Notifier Corp. 
NationaL—Chemical foam. 
National Foam System, Inc. 
NATIONAL Minute Man—Ambulances. 
National Coaches, Inc. 
NautiLus—Water extinguishers. 
Badger Fire Extinguisher Co. 
New Easy—Forcible entry tools. 
H. K. Porter, Inc., P-F Div. 
NeEwMAN—Watchclock. 
Detex Watchclock Corp. 


NiceroL—Foam liquid. 


NortH AMeERICAN—Sirens, warning 
lights. 
North American Signal Co. 
Nortu Winp—CO,j extinguishers. 
Badger Fire Extinguisher Co. 
Notirrer—Alarm systems, break glass 
stations, sprinkler systems, fire de- 
tection systems, sirens. 
Notifier Corp. 
NSA—Smoking receptacle. 
Notte Safety A ppliances Co. 
NucLEAR SeNtRY—Automatic fire de- 
tection and alarm systems. 
Pyrotronics Div., Baker Industries 
Nu-EL_k—Shut off nozzles. 
Elkhart Brass Mfg. Co. 


eo) 


Oxn1o—Oxygen, oxygen therapy and re- 
suscitation apparatus. 
Ohio Chemical & Surgical Equip- 
ment Co. 

Om CHem—Plastic aprons and clothing. 
Safety Clothing & Equipment Co. 

Otp Hickory—Safety apparel. 
Industrial Gloves Co. 

O_p RetiapLe—Wooden, metal ladders. 
Goshen Mfg. Co., Inc. 

Otymp1a—F loodlights. 
Benjamin Electric Mfg. Co. 


Grinnell Co., Inc. 
Muttimatic—Deluge valve. 

Grinnell Co., Inc. 
Mu tiversat—Deluge nozzle. 

Akron Brass Mfg. Co. 
Muttitrrot—Deluge systems, dry pipe 


Fyr-Fyter Co. 


N1IF—lIndustrial fog nozzles. 


OneipA — 2'%-gallon pump tank ex- 


General Fire Extinguisher Corp. tinguishers. 


D. B. Smith & Co. 


OreEN—Pumpers, tank trucks, motor ap- 


No Fiame—Fire blanket. paratus. 

A. E. Halperin Co., 
systems. Ovutpoor—Anti-freeze 
Grinnell Co., Inc. M. L. Snyder & Son, Inc. M 


Oren Roanoke Corp. 


extinguisher. OvutTpoor—Anti-freeze extinguisher. 


Snvder & Son. Inc 





F ne, 


Wh Wh Myvi 


us 


.With 


the most 
a full stream of water on a fire 
in seconds. That’s Action! 


WIRTS continuous flow hose 
reels do this — and more! 


Write for details. 


WIRT & KNOX MFG. Co. 


23rd & York Sts. Philadelphia 32, Pa. 
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COPPUS 1.) 05) ai :)- te], a celeliias) 


COPPUS "Blue Ribbon” Ventilator-Exhausters are portable and 
easily adaptable . . . for exhausting welding fumes or foul air 
from enclosed vessels. Mail coupon below for facts. 


| COPPUS ENGINEERING CORP. 
| 306 Park Avenue, Worcester 10, Mass. 


) in tanks, tank cars Name 
in underground manholes Company 
for exhausting welding 
Address 
fumes 4 
on boiler repair jobs 
for general man cooling 


to stir up stagnant air 
wherever men are 
working or material 
is drying 


Ds ces cats een cate can can cE aE ES On REE ERD eet 
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HAV-ALIFT SALT 
“NOWIN 4 MODELS 


Hav-aLift Salt and Salt & Dextros= 
Tablets, in plastic disposable dispens- 
ers, remain the most popular slow-dis- 
so\ving Salt Tablets on the market. 

These Coated Tablets are now avail- 
able in every area, so write today for 
full information and the location of 
the Distributor nearest you!! 


A. E. HALPERIN CO., INC. 


75 Northampton St. 
BOSTON 18, MASS. 


“YOUR SAFETY — OUR BUSINESS” 

















JUST 7 SECONDS TO CHECK OUT 
ELECTRICAL EQUIPMENT WITH A 


POW-R-SAFE 
TOOL TESTER 


Place PORTABLE tool 


" Use jumper cord for 
right on cradle 


Oxy-A1ip—Emergency inhalator. 
Oxygen Equipment & Service Co. 

Oxequip—Oxygen therapy equipment. 
Oxygen Equipment & Service Co. 

Oxy-Quik—Emergency inhalator. 
Oxygen Equipment & Service Co. 


P.O 


P.D.Q.—Nozzles. 
Akron Brass Mfg. Co. 
P-F—Rescue kits. 
H. K. Porter, Inc., P-F Div. 
P-K—Burn ointment. 
Pac-Kit Co. 
Pac-Kit—First aid kits. 
Pac-Kit Co. 
Pak-ALARM—Air unit alarm. 
Scott Aviation Corp. 
PatroL—Watchclock system. 
Detex Watchclock Corp. 
PENETRATOR—Electronic siren. 
Fyr-Fyter Co. 
PENETRO-WeT—Wetting agent. 
S. G. Stevens Co. 
Pencuin — Anti-freeze cartridge ex- 
tinguisher. 
Badger Fire Extinguisher Co. 
PENTRATE—Wetting agent. 
American LaFrance Corp. 
PEeRFECTION—Oily waste cans. 
Geo. W. Diener Mfg. Co. 
Perkins—Hand emergency lights. 
Perkins Battery Co. 
PerMa-Kan—Waste receptacles. 
Safety Floor Products Co. 
PxHon-O-Matic—Automatic and phone 
fire and security reporting systems. 
Notifier Corp. 
PIoNEER—Fire pumps. 
Western Fire Equipment Co. 
Pirsch—Pumpers, tank trucks, aerial 
ladders, ground fire ladders. 
Peter Pirsch & Sons Co. 
Piastic Seat—Badges. 
Award Incentives, Inc. 
Pius-Firty-B — Dry chemical 
guishers. 
Ansul Chemical Co. 
PNEOLATOR—Resuscitator. 
Mine Safety Appliances Co. 
PockeTairne — Oxygen-breathing equip- 
ment. 
Cycle-Flo Co.; Rockwood Sprinkler 
Co. 
PomMona—Fire pumps. 
Fairbanks, Morse & Co. 
PortaLitE—Rechargeable and dry bat- 
tery hand lights. 
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THE POSITIVE 
LADDER SAFETY DEVICE 
LOCKS-IN-A-NOTCH 


Prevents death 
and injuries 
from falling. 


lf climber starts 
to fall, device 
locks in a deep 
notch on carrier 
rail and limits 
fall to approxi- 
mately 6 inches 
— distance be- 
tween notches. 


LOCKS AUTOMATICALLY and 
INSTANTLY—HOLDS SECURELY 


Will catch and hold workman if he starts to 
fall, even if unconscious. Cannot slip on 
down ladder. Requires no attention from 
climber; he climbs in normal manner. Inex- 
pensive. Easy to install; 3 men can clamp it 
to ordinary ladder in few hours. Clamps to 
any rung ladder, peg ladder, pole or frame- 
work. No welding or cutting. Notched rail 
hot-dipped galvanized. Entire equipment 
rust and corrosion proof. Can be kept free 
of ice by applying heat inside the carrier 
rail. In use approx. I! years. Approved by 
Safety Engineers and Govt. Agencies 
throughout country. Patented. Manufactured 
only by 


SAFETY TOWER LADDER CO: 
1024 Burbank Bivd., P.O. Box 1057 
BURBANK, CALIFORNIA 





Industrial and Municipal 


Brass Fire Fighting 
Equipment 


by POWHATAN 


Manufacturers of a 
complete line, includ- 
ing: 


STATIONARY equipment Carpenter Mfg. Co. 1 
Porto Pump—Portable fire pump. 
Porto Pump, Inc. 2. Hose 
Porto Pumper—Trailerized fire fignt- 
ing equipment, palletized equipment. 
Porto Pump, Inc. 3. Siamese and Connec- 
Porto-Rak—Hlose storage racks. tions 
Circul-Air Corp. 
Porto-ScrEEN—Portable floor screen. 
Frommelt Industries 
PowEeron—Water spray nozzle for elec- 
trical equipment. 
American LaFrance Corp. 
PowHataNn—Sprinkler valves, fire hose 


. Fire Hose Nozzles 


NOW ... you can make sure of any electrical 
equipment in your plant. This automatic tool 
tester—available in four models—checks for 
normal, open circuits, grounds, shorts. Even 
tests safety of extension cords. 


Couplings and 
Appliances 


© PORTABLE—use all over plant 
© SAFE—100%, foolproof 
© INEXPENSIVE—very low cost 


Same Location Since 1892 


Our complete Catalog B wil! be 
sent upon request. 





SEND FOR FREE LITERATURE 





EAST ORANGE, WN. J. 
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valves. 
Powhatan Brass & Tron Works, Inc. P © WHATAN 


Pres’p Air—Demand-type breathing ap- 
paratus. 
Acme Protection Equipment Co. 


BRASS and IRON WORKS 


Ranson, West Virginia 
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PriIncETON—Fire hose. 
Hewitt Robins, Inc., Hewitt Rubber 
Div. FAST, 
Protectocote—Neoprene clothing. CONTINUED 


/ Fire American Optical Co. 


Protect-A-VaLtve—Gas mask valve pro- 


® tection assembly and accessories for 
Prevention respiratory equipment. 
e Acme Protection Equipment Co. 
Si ns Protection—Safety cans. 
g Geo. W. Diener Mfg. Co. 
ProTecToroAM—Built-in air foam sys- 
STOP FIRES BEFORE THEY START tems. foam nozzles. 


Complete line includes approved signs for every Grinnell Co., Inc. 
purpose, indoors or outdoors. Two gouges of 


PROTECTOSEAL — Safety cans, safety 
tanks, waste disposal units. 

Y ; Protectoseal Co. 
DANGER) CAUTION Protectospray — Water spray system, 


“INO ALL SMOKING water spray nozzles. 


EXPLOSIVES =u ieie" Grinnell Co., Inc. 


steel available, with baked enamel or porcelain 
enomel finish. Send today for catalog and prices 


Liquid, ointment, and 


\_KEEP OUT Pur-A-We_p—Gas mask for welding. first aid spray 


FIRE ESCAPE Acme Protection Equipment Co. FOILLE antiseptic analgesic is 

NO SMOKING morieg Pyprat Lt — Fire-resistant hydraulic a dependable, convenient, sur- 
Cora fluids. ack gical-type dressing which has 

FIRE SIGNAL NO SMOKING Monsanto Chemical Co. d 

jon ese Pree ar earn won wide use and acceptance by 

| NO SMOKING | Pyle-National Co. Doctors, Hospitals and Industrial 

| NO | IN THIS ROOM | Pyie-NaTionaAL—Floodlights, gyralites. Plant Clinics over a period of 


| OPEN LIGHTS | |AT ANY TIME Fysertetionst Co. twenty years. 


Pyr-A-Larm—Automatic fire detection FOR 


and alarm systems. 
STA N DA R D $ IG N S$ Pyrotronics Div., Baker Industries. mecoeingerr sedi * ABRASIONS 
INCORPORATED PyreneE -— Vaporizing liquid, chlorobro- S + INSECT BITES 
2 EAST 65th STREET momethane, soda - acid, water, anti- 
CLEVELAND 27, OHIO freeze water, chemical foam ex- CARBISULPHOIL COMPANY 
tinguishers; extinguishing powder for P 
magnesium fires; air foam com- 2935 Swiss Ave. Dallas, Texas 


‘ “he. © * P invi 
pounds; air foam play pipes; built-in You're a pact. Ee literature 








air foam fire extinguishing systems. 
Fy r-Fyter ( . 
PyropYNE—Wet water cartridge. 


NOW... Aquadyne Corp. 


A SAFETY VALVE THAT ‘i eee 
QuapwayY—Fog nozzles. 


THINKS FOR ITSELF! FyrFyter Co | KLEAR-VU 


Quartzomw—Sprinkler system. 
Grinnell Co., Inc. SAFETY MIR a8) RS 
Quicx-Ain—CO,, dry chemical, foam, 
soda-acid, vaporizing liquid, water, 
wheeled, knapsack extinguishers, un- Why risk a trafic accident 


lined linen hose plant ? Klear-Vu Safety Mirrors 
: are the answer to the dangerous blind 
corner problem. 








in your 


General Fire Extinguisher Corp. 
Quick Service—Oily waste cans. 

, ‘ ~ Mounted at a height of 8 to 10 feet, 

Geo. W. Diener Mfg. Co. Klear-Vu convex mirrors clearly re- 

flect the movement of approaching 

intersectional trafic at blind corner 

R locations, thereby removing the prin- 


cipal cause for collision accidents. 


RaIsLerR — Automatic sprinkler systems, : Mirrors are easily installed, adjust- 
z > ins - able to any desired angle. 

3 sprinkler valves, fire protection sys- 
tems and sprinkler heads. 


V E N T-A Be D R U | Raisler Sprinkler Div., Raisler Corp. Circ. Convex Glass 120 12” dia, 


RanpoLpH—CO, extinguishers, wheeled Cire. Convex Glass 180 18” dia. 
yVengey, Vale CO, extinguishers. Circ. Convex Glass 240 24” dia. 


_ c Cc Gl 300MR* 30” b 
Vise VA AY, 3 Randolph Laboratories, Inc. >t ade a ped ai 


r-Foi.—P -at-resista ire 
Ray-Foi.—Portable heat-resistant _ fire Flat Rect. Glass 918 9x18” 


shields, curtains, blankets. Flat Rect. Glass 1640 16""x24" 

Frommelt Industries aah toaiead “ 
m , * indicates metal rim. 

Get around-the-clock protection against explosion Ray-Tex—Fire curtains. 

caused by fires near drums where flammable Frommelt Industries 

liquids are stored. Vent-A-Drum installed auto- 

matically allows air to enter or escape, controls REcORDALARM—Alarm system. : Special sizes made to order. Polished 

pressure build-ups by safely jetting fuels in event Gamewell Co , flat metal mirrors available. 

of sudden temperature changes. Vent-A-Drum pays ™ poy a . e 2 

for itself by reducing evaporation 50%! Precision Rep Comet—Vaporizing liquid fire ex- ; Write for bulletin. 

engineered, never requiring adjustment! Approved i isher 

by Factory Mutual Testing Laboratories. Thousands tinguisher. 

in continuous service throughout industry. Red Comet, Inc. 


WRITE FOR COMPLETE LITERATURE Reeves — Stretchers, salvage covers, aay ~ 3 BROSSARD CO. 


CENTRAL Safety Equipment Compan welding curtains. Tr : 
Magee at Marsden “4 — a y A. Smith & Son, Inc. 540 North Michigan Ave., Chicago, Ill. 
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... The Easiest One-Man 
Drum Moving Ever! 


MORSE Model 55-0 


DRUM CRADLE 
TRUCK 


Low-cost and versa- 

tile, this cradle truck 

Carries . « « 

manually ... 

penses. 

opening for drums 

with side drain cocks. ‘ 

Long wheelbase and retractible caster 
frame give exceptional stability under 
load. For 55 and 110 gal. drums. Circle 
this product for literature and prices. 


MORSE Model 150-R 
DRUM HAND TRUCK 


One man can pick up a 1,000 
Ib. load . . . and balance it 
with one finger. Model 150-R 
features rubber tired wheels 
with ball bearings for quiet, 
easy rolling. Permits pre- 
cise positioning of loaded 
drums. For drums 24” 

to 45” high and with 
diameters from 15”. 
Sturdy steel con- 
struction. Circle this 

product for litera- a) 
ture and prices. - 


Clip this ad to your letterhead 


6 tg MORSE 
sca MANUFACTURING CO., INC. 


¢ 


OSy pee BY 
rl \Racust Z 766 West Monilius Street, East Syrocuse,N Y 











SAFETY PROMOTION KIT 


Includes: 


© Training Outline "How to Pre- 
vent Accidents" 


© Four Step “Hazard-Spot" Card 


e Accident Prevention Displays 
(17" x 22" Multi-color) 


¢ 50 Page Planning Guide 

This valuable kit is yours without 
obligation. Simply fill out the coupon 
and mail it todey. 


ELLIOTT SERVICE COMPANY, INC. 
Mount Vernon, New York 








Elliott Service Company, Inc. 
Dept. 2-O, Mount Vernon, N. Y. 


Please provide me with the Elliott "Safety 
Promotion Kit." 
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Recent — Fire hose and extinguisher 
cabinets and pin type hose racks. 
Wirt & Knox Mfg. Co. 

RELIABLF. — Sprinkler heads, valves, 
systems, automatic systems. 

Reliable Automatic Sprinkler Co., Inc. 

RELieEF—Single and double jacket fire 
hose. 
Republic Rubber Div., Lee Rubber 
& Tire Corp. 

RenpEtn—Unlined linen fire hose. 
Chas. Niedner’s Sons Co. 

Repusitic — Fire engine and chemical 
hose. 

Republic Rubber Div., Lee Rubber 
& Tire Corp. 

Rescue BreatHer—Adjunctive equip- 
for M/M resuscitation. 
Medical Supply Co. 

Res-Q-—Rescue truck. 

Christopher Co. 

Reviv-A-Lire—Resuscitators. 

Oxygen Equipment & Service Co. 

Rocker-Luc—Coupling. 

Akron Brass Mfg. Co. 

Rocker-Rinc—Coupling. 

Akron Brass Mfg. Co. 

Rockwoop—Nozzles, sprinklers, oxy- 
gen breathing equipment. 

Rockwood Sprinkler Co. 

Rockwoop PocketTairE—Oxygen 
breathing equipment. 

Rockwood Sprinkler Co. 

Roto-Ray—Warning light. 

Machine Products Corp. 


Ss 


SAFA—Industrial and municipal fire 
alarm systems. 
Fyr-Fyter Co. 
S & S—Ambulances. 
Hess & Eisenhardt Co. 
SachEM—Leader line shut off nozzles. 
Powhatan Brass & Iron Works 
Sareco—Safety clothing. 
Safety Clothing & Equipment Co. 
Sare Guarp—Safety containers. 
Geueral Fire Extinguisher Corp. 
Sarety First—Dry chemical extin- 
guishers. 
Safety First Products Corp. 
Sare-T-Caeck—Watchclock. 
Detex Watchclock Co. 
Sare-T-Meter — Dry chemical extin- 
guishers. 
Safety First Products Corp. 
Sarety-SpraY—Fire extinguisher. 
Red Comet, Inc. 
Sar-T-Gio—Blaze orange rubber-coat- 
ed nylon clothing. 
American Optical Co. 
SAMARITAN—Resuscitator, aspirator, 
inhalator. 
Globe Industries, Inc. 
Samson—Fire alarm systems. 
S. H. Couch Co., Inc. 
Sanrorp—Pumpers, tank trucks, lad- 
der trucks, high pressure fog pump- 
ers, and helmets. 
Sanford Fire Equipment Corp. 
SAVEALL—Sprinklers. 
Fyr-Fyter Co. 
ScoTCHSHIELD 
ing fabric. 
Minnesota Minning & Mfg. Co. 
Scott—Inhalators, respirators, breath- 
ing equipment. 
Scott Aviation Corp. 


Aluminized heat-reflect- 
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PREVENT BACK INJURY! 
SHOW THEM HOW 
TO LIFT THE RIGHT WAY 


“LIFTY" 


Lifting heavy objects the wrong way 
can cause hernias and severe back 
injuries. “Lifty,” the animated training 
tool that really puts a point across 
dramatically shows your workers just 
how such injuries are caused by in- 
correct lifting . . . and shows them 
how to lift the right way, with the 
legs instead of the back. 


24” high, sturdy wooden construction 
2 models available; clear lacquer or 
in 3 colors. 


TRAINING AIDS 


235 Iroquois Road Hillside, Ulinois 








The most 
important tools in 
your plant! 


a 4 


Protect those hands with 


GLOV-KOTE 


(Reg. U. S. Pat. Off.) 
Protective Hand Cream 
GLOV-KOTE acts like a glove in 


protecting the hands against Occu- 
pational Dermatoses, Skin Irrita- 
tions, and Infections caused by sol- 
vents, paint, lacquer, printing ink, 
oil, grease, grime, etc. Washes off 
easily with water. 


Try a jar—10 ozs.—$1.00 


Chase CHEMICAL COMPANY 


Since 1936 
1374 E. 170th St. Cleveland 10, Ohio 
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ScoTtrorRaMic—Face masks. SNP—Horns. 


Scott Aviation Corp. Benjamin Electric Mfg. Co. 
Seacrave—Pumpers, tank trucks, high Snyper STANDARD—Fire hose, firemen’s MORNING PRIDE 

pressure units, aerial ladder trucks. clothing and boots. 

Seagrave Corp. M. L. Snyder & Son, Inc. 


Seco—In-plant fire trucks. SOS—Fog nozzles. versatile Army Duck 


Seco Mfg., Inc. Elkhart Brass Mfg. Co. 


; ‘ . 
sai Unravel srufia-veling coc, aves | | Fireman's Bunker Coat 
SeLect-FLo—Nozzles. covers, shields. 
Pretueer Co. Frommelt Industries 
SELEC r-( )-FI ow Fog nozzles SPARTAN -W atchclocks. 
Elkhart Brass Mfg. Co. Chicago Watchclock (see Detex 
SeLect-O-StrREAM—Fog nozzles. Corp.) 
Elkhart Brass Mfg. Co. SPARTAN SPECIAL—Watchclocks. 
SeLFcoN—Water spray system. Chicago Watchclock (see Detex 
Grinnell Co., Ine. Corp.) 
SENTINEL—Ambulances. 
Miller-Meteor Div., Divco-Wayne 
Corp. 





Spec Mask—Gas masks for wearers of 
prescription glasses. 
Acme Protection Equipment Co. 


SENTRY—Stored pressure extinguishers. Speep-O-Two—Inhalators 
Ansul Chemical Co. 


Sentry-Lire—Emergency lights. Geo. W. Diener Mig. Co. 
American Optical Co. SPRINKLARM—Alarm system. 
SFL—Fog nozzles. Rockwood Sprinkler Co. 
Elkhart Brass Mfg. Co. SPRINKLER WaTCHMAN 
SHARPSVILLE—Motorized fire apparatus. alarm system. 
Sharpsville Steel Fabricators, Inc. Gamewell Co. 
SHORTSNORTER—-Quick entry and es- Squeeze Grip—CO, extinguishers. 
cape mask. Fyr-Fyter Co. 
Globe Industries, Inc. SSS—Fire boots and coats. MODEL 60 
SHUREDRY—Fire blankets, covers. Goodall Rubber Co. 
Fulton Cotton Mills. S-T—Ratchet hydrant wrench. FREE LITERATURE AVAILABLE 
SILveR Spray—Fire extinguisher. S-T Hydrant Wrench Co. 


Red Comet, Inc. Sta 35—Fire fighters. See Your Local Dealer or Write 
SimpLex—Dry-pipe sprinkler system. John Bean Div., Food Machinery & 


wien a Co., Ine. Chemical Corp. MORNING PRIDE MFG. co. 
SIPCO—Smoking receptacles. 


Standard Industrial Products Co. Sta 60—Fire fighters. 1986 HOME AVE., DAYTON 17, O. 


Siren-MAsTER—Sirens. John Bean Div., Food Machinery & 
North American Signal Co. Chemical Corp. 
Srro-Drirt—Sirens. STANDARD—Fire alarm, signals. 
B & M Siren Mfg. Co. Standard Fire Alarm & Signal, Inc. 
Sk1-20 Fico Gehiae. Star — Sprinkler heads, foam-water D SAFETY 
John Bean Div., Food Machinery & sprinklers, valves, automatic systems. 
Chemical Corp. Star Sprinkler Corp. 
SKULLGARDS—Hard hats. Starcarp—Sprinklers, upright and 
Mine Safety Appliances Co. pendant. 
SiipeweLt—Couplings. Star Sprinkler Corp. 
Elkhart Brass Mfg. Co. Sta Sare—Welding curtains, blankets. ADJUSTABLE 
SmitH—Fire nozzles. Standard Safety Equipment Co. 


D. B. Smith & Co., Inc. Diccimees.iieetia nanieiiiem SOLDERING IRON 


Smoke-Eater—Gas masks. < 
tatikil, Ine. HOLDE 
E. D. Bullard Co. : : : 
<S Sayre Stesco Propucts—Rescue kits, tools. 
NIFFER—Gas indicator. Stein B Mfc. C - 
“MWe « s. i g. Uo. 
Johnson-Williams, Inc. a liga 


Automatic 

















Sno-Foam—Foam nozzles. Steet-Grip—Safety apparel. 
Cardox Div., Chemetron Corp. Industrial Gloves Co. 

Sno-Foc—CO, extinguishers. STEMFIRE—Soda-acid machines. 
General Fire Extinguisher Corp. M. L. Snyder & Son, Inc. 











positive protection against slipping — 
CONVOY Skid-Proof* Safety Enamel 


Covers those slippery areas with Convoy. Unexcelled 
abrasion, water and acid resistance. Economical, sim- 
ple to apply and easy to maintain. No etching of 
concrete is required when used over a fast drying 
prime coat of Convoy Concrete Sealer. 


You can place these well designed sol- 
dering iron holders at any desired angle, 
and mount them either on top of or 
under the work bench. Or, pair a No. 
Convoy comes in the following colors lt Gray, Dk. Gray, and No. 53, with special slide attach- 
Green, Yellow, Tile Red, Black and White. For complete in- t. Th fit most irons. Wipin 
formation write for color card, bulletin and name of nearest ment. ihree sizes Tit MOST Irons. Wiping 
distributor. pad and clamp available 


Write fer Complete Information 
rue Kelley rams co!) BUTT Me] aa, 
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GETS-A-LITE GUARD and GUIDE 


Quickly and Easily Installed 
by Anyone — No Tools 
Needed! 


~~ slip GETS-A-LITE GUARD AND 
GUIDE over the fixture, as illustrated. 


Made of indestructible spring steel 
wire. Nothing to break, get out of 
order or replace, Will last indefinitely. 


Once installed, GETS-A-LITE GUARD 
AND GUIDE is NEVER removed. 


Nothing to unlock, fuss with or lock, 
when changing lamps. 


GETS-A-LITE GUARD AND GUIDE ac- 
tually steers lamp into socket, enabling 
maintenance man to change lamp in 
10 seconds! 


Available for 40 watt and 100 watt 
fluorescent lamps. 


GETS-A-LITE Company — Dept. 0-60 
3865 N. Milwaukee Ave. 
CHICAGO 41, ILLINOIS 














Pr oF io, +) a works, 


... Blectrically // 


A brand new idea in Safety promotion, 
this colorful sign, with a miniature flash- 
ing traffic signal, is a real attention getter 
in your factory or at plant entrances. 

The attractive 16” by 24” sign is 
sturdily constructed of plastic and metal, 
with a 5,000 hour, easy-to-replace electric 
lamp unit. 

Designed for maximum impact, it gets 
results in reduced accident rates — and 


costs ! 


...ee.. 19.95 


D. J. DESIGNS 

7823 South Kenton, Chicago, Ill 
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STEMPEL—Fire extinguishers, hose reel 
extinguishers, unlined linen hose, 
emergency lighting units, oily waste 
cans. 

M. L. Snyder & Son, Inc. 

STEPHENSON — Inhalators, resuscitators, 
demand inhalators. 
Stephenson Corp. 

STertinc—Fire alarms. 

Sterling Siren Alarm Co., Inc. 

Stop-Firne—COz, dry chemical, foam, 
soda-acid, vaporizing liquid, and 
water extinguishers. 

Stop-Fire, Inc. 

Stretch ‘*R-CuHatr — Combination 
stretcher and invalid chair. 
Ferno Mfg. Co. 

SuPpERFLAT—Fire hose. 

General Fire Extinguisher Corp. 

Super Force—Drop forged couplings. 
Powhatan Brass & Iron Works 

Super F yr-FLex—Dacron hose. 
Fyr-Fyter Co. 

Super Fyr Strype—Dacron fire hose. 
Fyr-Fyter Co. 

Supercarp— Finger and body pro- 
tectors. 

Industrial Gloves Co. 

Superrior—Ambulance. 

Superior Coach Corp. 

Suprotex—Sprinkler system. 
Automatic Sprinkler Corp. of America 

SurFax—Wetting agent. 

E. F. Houghton & Co. 

SwaseTteE—Antiseptic swabs. 

Davis Emergency Equipment Co., Inc. 

SWP—Fire alarm (industrial), horns. 
Benjamin Electric Mfg. Co. 

SYsTEMETTE—Hose carts. 

Randolph Laboratories, Inc. 


T 


Tan-A-Burn—Burn medicant. 
Medical Supply Co. 
Tannoip——Burn medicant. 
Davis Emergency Equipment Co., Inc. 
TELETHERM—Automatic alarm system. 
American District Telegraph Co. 
THERMALAIR—Heat exchanger respira- 
tor. 
American Optical Co. 
THERMOGARB—Asbestos clothing. 
American Optical Co. 
THERMOSWITCH — Temperature control 
switches. 
Fenwal, Inc. 
Ticer—Rubber lined cotton hose. 
American Rubber Mfg. Co. 
ToccLematic—Expander. 
Fyr-Fyter Co. 
TokHeiIM—Petroleum dispensing equip- 
ment. 
Tokheim Corp. 
Tor-Notcu—Industrial clothing and 
footwear. 
Beacon Falls Rubber Footwear. 
Top Notcn Siren—Firemen’s boots. 
Beacon Falls Rubber Footwear. 
Torrent—Portable pumping units. 
Hale Fire Pump Co. 
Tower—Chemical hose. 
Republic Rubber Div., Lee Rubber & 
Tire Corp. 
TRANSISTA FLAsH—Transistorized bar- 
ricade flashers. 


U-C Lite Mfg. Co. 


TRD 20—Fire fighter. 
John Bean Div., Food Machinery & 
Chemical Corp. 
Troyan—Sprinkler system. 
Automatic Sprinkler Corp. of America 
Trumpet Branp—Cast and forged brass 
fire equipment. 
Fyr-Fyter Co. 


Ucon—Fire resistant hydraulic fluids. 
Union Carbide Chemicals Corp. 
Unperwriters —Fire hose. 
Repubiic Rubber Div., Lee Rubber & 
Tire Corp. 
Unperwriters —Couplings and nozzles. 
Fyr-Fyter Co. 
Unette—Burn ointment tubes. 
Davis Emergency Equipment Co., Inc. 
UnipLast—First aid supplies and dress- 
ings. 
A. E, Halperin Co., Inc. 
UniversaL—Boyer model fire pumpers 
and industrial crash, tanker and lad- 
der trucks. 
Universal Fire Apparatus Corp. 
Un-O-Matic—Auxiliary control panels. 
Notifier Corp. 
Unox—Wetting agent and foam. 
Akron Brass Mfg. Co. 
Uriuieort—Lightweight folding 
stretcher. 
Medical Supply Co. 
Utititry—F loodlights. 
Benjamin Electric Mfg. Co. 


v 


“Vv” Brape—Rescue knife. 
Stebco Industries, Inc. 
VaLLeEY—Fire trucks. 
Valley Fire Truck Co. 
VAPOTESTER Combustible gas indi- 
cator. 
Davis Emergency Equipment Co., Inc. 
Vari-A-Foc—Fire nozzles. 
Fyr-Fyter Co. 
VasELINE—Sterile burn dressings. 
Chesebrough-Pond’s Inc. 
Vent-A-Drum—Safety vent for drums 
containing flammable liquids. 
Central Safety Equipment Co. 
Veripest—Vaporizing liquid pump ex- 
tinguisher. 
M. L. Snyder & Son, Inc. 
VERSATILE Power—Portable power unit- 
pump. 
National Alarms Corp. 
VisratoNne—Alarm horns. 
Federal Sign & Signal Corp. 
ViciLarmM—Alarm system. 
Gamewell Co. 
Vixinc—Automatic sprinkler systems. 
Viking Corp. 
Vitacuarp—Alarm system. 
Gamewell Co. 
VocaLarmM—Alarm system. 
Gamewell Co. 
VoLunTEER—Ambulances. 
Miller- Meteor Div., Divco- Wayne 
Corp. 
VOLUNTEER SEELER—Resuscitator. 
Globe Industries, Inc. 
Von Duprin—Fire door hardware. 
Vonnegut Hardware Co, 
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WasHrREEL—Wash-up hose reel. 
Wirt & Knox Mfg. Co. 

Wasu-up Reet—Wash-up hose reel. 
Clifford B. Hannay & Son, Inc. 

WatcuMasteR — Emergency lighting 
units. 

Carpenter Mfg. Co. 

Water Foc—Fog nozzles. 
Rockwood Sprinkler Co. 

Waterous DepenpaBLeE — Pumps, hy- 
drants. 
Waterous Co. 

Water Wetter—Wetting agent. 

M. L. Snyder & Son, Inc. 

Wetp-Tex—Vinyl-coated glass fabric. 
Frommelt Industries 

WELpDERZADE—Coated glass cloth weld- 
ers’ garment. 

Fyrepel Products, Inc. 

Westco—Fire pumps. 

Fairbanks, Morse & Co. 

Wet—Wetting agent. 

Rockwood Sprinkler Co. 

WHeEELER—Fire and safety clothing, fire 
rescue suits, blankets, power mega- 
phones. 

Wheeler Protective Apparel, Inc. 

Wire Trussep—Wooden extension lad- 
ders. 

Goshen Mfg. Co., Inc. 

Wirts — Continuous flow hose reels, 
carts, cabinets, wash reels, racks, ex- 
tinguishers, crow bars, fire hose 
valves, unlined linen hose, trailerized 
fire equipment, spray nozzles. 

Wirt & Knox Mfg. Co. 


Witt—Oily waste cans, waste disposal 
units, covers for cans and drums. 
Witt Cornice Co. 

Wooster—Cast and forged brass fire 
equipment. 

Fyr-Fyter Co. 

WortHincton — High pressure fire 
pumps. 
Worthington Corp. 

Woven-Garp — Hand and arm pro- 
tectors. 

Industrial Gloves Co. 


X-Y-Z 


X-Trupe—Couplings, 
Elkhart Brass Mfg. Co. 

Yettow Fras 8—Hand light, 8-cell. 
Justrite Mfg. Co. 

Yettow Jacket—Hand light, 3-cell. 
Justrite Mfg. Co. 

YorKLITE—Hand emergency lights. 
Perkins Battery Co. 

ZeEPHYRAIR—Compressed air mask. 
Acme Protection Equipment Co. 

ZONALARM—Fire locating system. 
Edwards Co., Inc. 
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FREE ENGRAVING 
ON ALL TROPHIES 


PURCHASED FROM National 
WORLD'S FINEST TROPHIES, 
PLAQUES, MEDALS 





FREE CATALOG 


NATIONAL 


TROPHY SALES INC. 
75 W. VAN BUREN ST, 
CHICAGO, ILL. DEPT, OH-3 





NEW | “Louisville Colonel” 


ALL- ALUMINUM PLANKS 
& STAGES 


Superior Quality at an 
Amazing low price 


ANNOUNCING Louisville Lac der 
Company’s sensationally low cost line of 
safe, serviceable and durable light weight 
all aluminum stages in popular lengths 
and 12” and 20” widths! With 1000 or 
1600 lb. capacities for a ONE or TWO 
MAN load... these stages are constructed 
with Louisville’s exclusive OVAL-LOK 
rung-to-rail connection . . . the same 
“SURE FOOT” aluminum decking used 
on higher priced units to make the 
Louisville Colonel the finest all metal 
stage buy on the market today! 
Write today for complete details 


OUISVILLE 
ADDER CO. 





YOUR BEST MOVE... MOVE 


wih MERRILL 


MATERIAL HANDLING 
DEVICES FOR THE MOST 


“Sofily one 


Imitated, but never duplicated, 
Merrill Lifting Clamps are Drop 
Forged to give you Safety in Hand- 
ling and Economy in Operation. 














FEATURING 
THIS 


LARGE OPENING “G” CLAMP 
Designed for lifting and relling 
extra heavy and extra thick 
plates and slabs. Standard 3” 
ranges to 12”. All capacities. 











Over 25 Material Handling 
Devices described in our 
catalog C-2. 


Ask for a copy. 


MERRILL BROTHERS 


Producers of Drop & Press Forgings 


56-45 Arnold Ave., Maspeth, N. Y. 
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Convenient, Clean, 
Accessible! 


Junkin 
STRETCHER CASE & KIT 


Junkin Stretcher cases provide a 
compact convenient place fof storing 
the army type stretcher, blanket 

and first aid equipment. Protects from 
dirt and grime — saves valuable 
space. Available as kit or case only. 


JUNKIN 
SPLINT- 
TYPE 
STRETCHER 


Rigid construction. Patients may be carried 
vertically or horizontally, greatly reducing 
danger of moving from inaccessible loca- 
tions. Canvas web-straps at chest, ab- 
domen, thigh and calf, hold patient securely. 


WDATOAMNRHD 


Send for descriptive literature. 
Canadian Distributor: Lavitt Safety Lid., Torunse 


J UJ \ K SAFETY APPLIANCES \""" 
3121 Millers Lane, Louisville 16, Ky. 








Ready Made SIGNS help 
you guard against FIRE! 





Ready Made signs are available in 
thousands of stock wordings cover- 
ing every need, for both indoor and 
outdoor use. All materials, all sizes. 
Also special signs made to your own 
specifications. 


@ Write for Complete Catalog 
SIGNS FOR SAFETY 
SIGN COMPANY, INC. 
Dept. OH-6 115 Worth St., New York 13, N.Y. 
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brochure. They represent a variety 
of applications. There is a photo of 
each, together with a product run- 
down which includes design and con- 
struction characteristics, suitable ap- 
plications, dimensions, and weight. 


Safety films 


163 If you have Spanish-speaking 
workers or if your firm does business 
in Central and South America, you'll 
be interested in Bray Studios’ litera- 
ture about safety training films with 
sound tracks in the Spanish language. 
The films deal with such subjects as 
safe work habits, proper lifting tech- 
niques, fire prevention, correct use of 
tools and machinery, proper work 
clothing, and correct handling of 
victims of spinal injuries. 


Sweatbands 


164 Prevent eye irritation and hot- 
weather slowdown with inexpensive, 
cool, comfortable sweatbands, Amer- 
ican Optical Co. advises. These sweat- 
bands are made of lightweight cellu- 
lose sponge, absorb many times their 
weight, are nontoxic, nonirritating. 
Their reinforced ends won't tear. 
Wash and sterilize them again and 
again. An AO bulletin contains com- 
plete product details and a price list. 


Fire control chart 


165 This 814” x 11” chart offered by 
Walter Kidde & Co., Inc. lists and 
defines the three classes of fires and 
the extinguishers to be used on each. 
Detailed data include ratings based 
on the new UL standards. This chart 
is a useful aid both in fire training 
classes and as a reference piece. 


Hand pump 


166 You can pump virtually any 
liquid from carboys, drums, and tanks 
with the new Nalgene hand pump, a 
product of Nalge Co. And you can 
do so safely and easily. A new bulle- 
tin says the Nalgene provides smooth, 
unimpeded flow, hydraulic efficiency, 
and durability. The pump has a drip 
well at the top of the handle for safe 
transfer of hazardous liquids from 
one container to another. It prevents 
liquid from running down the side of 
a container onto the worker’s hands 
or clothing. 
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RACO DACRON CLOTHING 


IT’S PROVEN IT’S WORTH! 


"ZELAN" TREATED FOR 
LINT FREE 


CONDITIONS 





RA-50-W 
"Zelan" treated RACO clothing is also the 
better ACID 
Highly liquid penetration. 
Proven long lasting wear. Customed tailoring 
for comfortable fit. 


protection for operations. 


resistant to 


RA-50-M 


Shirts, Pants, Blouses, Hats, Skirts, Slacks and 
Coveralls. The best features of complete 
protection are built into "RACO”" DACRON 
clothing. Complete washing instructions with 
all our garments. 

WRITE for complete information and facts 
about the exclusive ''Zelan" treated RACO 
DACRON clothing. Used and approved by 


leading industries. 


RACO PRODUCTS DIV. 
ROBIN W. ADAIR CO., INC. 
AVOCA, NEW YORK 
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Medical Advisory Com- 
mittee of the Manufacturing Chem- 
Association. This committee pre- 
pares information on the toxicology 
of industrial chemicals and on first 
aid and medical treatment for ex- 
to them. It publishes MCA’s 


Data Sheet series. 


man of the 


en? 
1sts 


posure 
Chemical Safety 

Underwriters’ Laboratories, Inc., 
Chicago, has appointed A. 7. Steiner 
fire protection engineer and if A. 
Bono managing engineer of the fire 
protection department. Steiner, who 
has a master’s degree in fire protec- 
with UL 
joined the lab- 
his graduation 
University in 


1 


tion engineering, has been 


over 35 years. Bono 
oratories shortly after 
from Northwestern 


1946. 


American Optical Co., Southbridge, 
Mass., has opened a new warehouse 
in Detroit to industrial safety 
needs of that area. Joseph 1 Kostrek is 


serv¢ 


local manager. 


has 
lowa, 


Harlan Von Seggern 
Maytag Co., Newton, 


joined 
as safety 
and plant protection engineer in the 
wringer washer Before joining 
Maytag, Von manager 
of training for National Gypsum Co., 
Fort Dodge, Iowa 
ceeds A. M. ¢ 

last 


plant. 
Seggern was 

Von Seggern suc- 
ntryman, who died 
De c¢ mbe Ps 


H. C. Mesch, E. 
Frank L, Bower 
Products Co., 
manufactt 
safety equipment 
Guardian Safety 
Orange, N. J. Th 
Fred 


included 


Left to right: Fred Shipman, 


Phila- 
distrib- 
has pur- 
Equipment 
e deal, an- 
IPCO 


office 


Industrial 
delphia 
utor of 


irer and 


chased 
Ca... 5 
nounced by E. 
president, 
and warehouse 


Shipman, 
Guardian’s 
facilities. Guardian 
Orange staff will remain 
with the IPCO an ex- 
perienced sales staff in the New York 
marketing area. Harold C. Mesch and 
Frank L. Bower, former partners of 
Guardian Orange, have been retained 
as sales vice-presidents under the new 
ownership, 


members 


firm to give 











Save 
life 

& property 
saasamiees 
Falcon® 


Simple visual inspection 

with new sight glass— 

added neatness of design. 
No one can place a price on the 
possible loss of lives due to fire. 
But Falcon Automatic Fire De- 
tectors & Systems can give early 
warning of fire to protect lives 
and guard property. 


Falcon Automatic 
Fire Detectors & Systems are: 
@ LISTED by U/L 
@ SELF-CONTAINED 
(no wires or batteries) 
@ FULLY GUARANTEED 
... and they are low in cost! 


SAVe,, 
your . 


& \ 
Faicon mhieft 


and save money, too! 


speak as you normally would— 
be clearly heard and under- 
stood up to %2-mile away! 


with the 


Unique transistorized power meg- 
aphone—an instrument you will 
be proud to own. Gives up tc 
6,000 two-second amplified mes- 
sages from standard replaceable 
battery. Light (314 lbs.) —easy to 
handle and use. Attractive red 
and gray polyethylene—built for 
abuse. Attractively priced for you, 
too! 





‘Falcon’ ALARM CO., INC. } 


Summit, N. J. Dept. OH 
Kindly furnish complete data about j 
your “Sounds for Safety” products. } 
We are especially interested in your: } 
0D Fire Detectors & 
Systems 
(C0 Warning Horns & 
Systems 
Name 
Company 
Address 
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(0 Power Megaphone ' 


D Liquid Level Alarms 
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Welder’s 
Glove 


NO exposed seams 
on EITHER SIDE! 


FRONT 


PACKED 


Buy 3 instead of 

a -. Can out- 

last 2 or 3 pairs. 

It took 8 long years 

to design and perfect 

this truly interchange- 

able glove. Finest quality 
HORSEHIDE full fleece lined. 
Ask your dealer or write us. 


SO DIFFERENT it's PATENTED! 
(U.S. patent No. 2,617,109) 


16 PAGE 
caTaLoc ¥ NGER: 
Complete line of 


work gloves, LOVE NGEI co. 

welding gloves 860 W. Weed St., 

ond safety clothing. CHICAGO 22, ILL. 
[_ see OUR AD IN WELDING DIRECTORY 
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NO ACCIDENT AWARDS 


SAFE DRIVER 
EMBLEMS—PLAQUES—TROPHIES 
& INCENTIVE AWARDS 


Gold Plate 
wey a 
Gold 


Set with synthetic Sapphires, Rubies, Emer- 
alds, White Sapphires at $1.75 each addi- 
tional. 


1933 SERIES— 
Available in 
over 40 Stock 
Titles. 1%" 
dia., hard 
glazed enamel, 
gold plated 
pin and safety 
lock catch. 
$10.50 per 
doz. (plus Fed. 
tax.) 


Write for FREE 40 Page 
Catalog No. 519-1 


WILLIAMS JEWELRY & MFG. CO. 


DEPT. OH ° 10 SOUTH WABASH AVE. 
CHICAGO 3, ILL. ° CEntral 6-5018 
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Wire mesh side shield. 


Acetate in clear or green. Perforated acetate. 





= 


Insulated mesh side shield. Spatula or cable temples. 


Bal-SAFE lenses in Ray-Ban. 


Featherweight Enduron plastic. 


ONE FRAME SERVES MANY 
EYE PROTECTION NEEDS 


See how many ways this single sturdy metal safety 
frame can serve in your plant. 


The M-70 features a unique expansion end- 
piece for quick, easy change-over of temples, side 
shields and lenses. The same front can be used 
both with and without side shields, and shields 
are held firmly as though a permanent part of the 
frame. This is a real factor in economy. 

Engineered for maximum strength, this 18% 
nickel silver frame offers extreme comfort and— 
with its neatly engraved bridge and endpieces— 
imparts a distinct note of modern styling. 


Perhaps no other B&L safety frame so lives up 
to its promise of protection plus economy plus 
worker acceptance. To see samples, call your B&L 
supplier, or write: Bausch & Lomb, 90406 Lomb 
Park, Rochester 2, New York. 


BAUSCH 6 LOMB 
W Protection PLUS 
Safety Products 


protection + economy + worker acceptance 
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GETTI 


Franchise 
Circulation 
gets magazines 
to the men 
who buy 


Distilled 
Writing gets 
magazines 
read 


NG YOUR SHARE? 


... Of the valuable 
| technical information 
“| you can get FREE? 


Every issue of OCCUPATIONAL HAZARDS offers a gold mine of industrial 
safety, health and fire prevention information. Product facts, catalogs, data 
books, manuals: the latest facts for your plant safety and purchasing files 
are yours for the asking. The easy way to ask is to use one of the Reader 
Service Cards bound into this issue. 
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